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BUSINESS CONCERNS DISTRIBUTE $145,000,- 
000 IN DIVIDENDS. AND INTEREST IN 
SEPTEMBER. 





EARLY $145,000,000 has been distributed 
during the month of September in dividends 
and interest by business concerns through- 

out the country. This is an increase over Septem- 
ber, 1915, of more than $25,000,000. 

These figures are undoubtedly a re-assurance that 
the nation is still enjoying great industrial activity. 
It is also reported by statisticians that some of the 
warring nations are experiencing a goodly share of 
business, much more than was the case two years 
ago. 

In business circles, much speculation has been 
rife concerning the status of industry after the war. 
No doubt, it is a question which is too complex for 
the average mind. In fact, no one can forecast 
with any degree of certainty just what the nature of 
business conditions will be following the consumma- 
tion of the European conflict. 

The issuance of building permits has been going 
on in spite of the advance in the cost of materials. 
Contractors have been exceptionally busy during 
the unprecedented business period which the Euro- 
pean war has been instrumental in thrusting upon 
this country. 


Although everything is at high tide in the realm 
of industry, there is no absolute guarantee that this 
condition will prevail after the final close of the war. 
A certain percentage of concerns who are now © too 
busy to take on new business or to develop it, will 
find themselves high and dry when the abnormal 
industrial tide subsides. 

This new business, now disregarded, may be ur- 
gently needed next year, and the prudent man of 
business, be he manufacturer or contractor, will an 
ticipate this future need. 

Speaking of the vast destruction of property across 
the water, a prominent banker, said recently: “We, 
in common with the people of other nations, will 
have to pay eventually for the tremendous destru: 
tion, but we ought to be able, through foresight and 
prudence, to distribute the payment over many 
years, and in the meantime find advantage in the re- 
building which must take place. Europe will need 
our capital, our raw material and our manufactures. 
We shall need much that turope must find a mar 
ket for. We shall be good customers, able to buy 
liberally as well as sell. Our national resources, 
energy and enterprise are unsurpassed. If we act 
with forethought and self-control, we shall enjoy a 
very long period of substantial prosperity.” 

The banker's concluding sentence concerning 
forethought and self-control, is particularly applic 
able at this time. If such suggestions are borne in 
mind, there is sufficient ground.for the belief that 
normal industrial conditions will prevail after the 
present great war. 

The exercise of foresight during the present over- 
flowing period of industrial activity will, in the 
opinion of thinking business men, do much to 
counteract or moderate the development of indus- 
trial depression when the demands for vast quanti- 
ties of war supplies have finally ceased. 

The continuance of a healthy state of industrial 
activity, following the cessation of the war, is what 
is earnestly desired by both employer and employee. 
Depression in the realm of industry is both expen- 
sive and destructive. Now is the time for business 
men to consider the future and plan to avoid the 


industrial pitfalls of past years. 
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A Low Pressure Steam Heating System 1n a 
Photo Play House 


Notes on the Installation of a Low Pressure Steam Heat- 
ing System in a Photo Play House, with Plans and Lay- 
out, as well as Comments on the Ventilating System 


By GEORGE W. LORBER 


bright and thriving little city located near the This photo play theater, built of brick, covers a ground 
llinois-Wisconsin state line, there 1s being built a area of 44 feet 6 inches by 96 feet. The auditorium, or 
otion picture” or photo play house, that struc- main body of the house, including the stage, is 42 feet by 
] ? } ° | , ‘7% " - ] : ‘ ’ ] ‘ r7 : . . 
tura is tairly typical ot thi lass of amusement nid 84 feet. and has a ceiling height averaging 24 teet. At 
hye t erected 1 rious parts the east end, over the entrance and lobby, is a smail 
of the country balcony and the projecting room. 
The hea pla yhoto pl, theater are re- Under the entrance and lobby is a basement, the north 
1 herewith, it being a med that these plans with portion of which is utilized as a boiler room. Coal and 
a briet description of the general heating installation may ashes are taken care of in a couple of small rooms under 
| ve ot interest to many heating contractors and steam the sidewalk. 
fittes The owners of this theater decided to install what is 
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basement and Piping Plan of Low Pressure Steam Heating System Installed in Photo Play 
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First Floor Plan of Photo Play House Showing Location and Size of Radiators 
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1 ; | , fag 33 - rt on : 1 a. , . 
ind when once out, kee tf Out as ta aS posstbic, tire lhe tollowing excerpt trom tne specifications covers 
| 1] brief nehe aT - | : : : ; . , 
ipply and air Lives Wlll f mietly touched Upon the chet pomts to look out tor in this class Ot work. 
> 1} is ‘ , > | ; ’ : ly a Lh } , - . . . 
i tre 1’ Vali fa ito} des of the AliciitOriui Most oft these admonitions are, however, applicable to 
. +> ‘ + ‘ ] ? 7 iv)? ! ‘ ? , ? ? ] ] 
,?a if i <i » f i i i ‘7 { { ’ aii} its l jal ~ Ste itt) fot) 
] > = . ‘re , . | " : } ° - ’ 
furl tiie end ‘) CS retu » «as ilso the end or the \1] pipe must be either square cut ofr reamed, 
' 1 4 ] . ” . — ss 4 ‘ ’ - | - 
dry return trom the lo VY radiators, were Cat h equip pre d \. clean tight ‘iron to tron’ joint is the best lt pipe 


with a quick venting automatic vacuum air valve, a ball ‘dope’ is used, apply it sparingly and to the male threads 


' te? ‘ 2 | - - . +s , ! , . “7 . . ; P , : - 
thie sfteayt pressure Ceast } fle two orchestra radiators (sracde all Walhs uniformly and evenly { inch in 10 


wing te Strii tural conditions that brought the water feet. downward, if the direction of the arrows (the base- 
line too high tor a dry return, were each equipped with ment main excepted) 

7 imtomati vacull rad tor air valve placed Wpon the “lL se enough hanvers, particularly on the return mains, 
a of the radiat , vn in one of the de to prevent sagging 

tail sketches As Vit ilve of the same kind was placed “lL se ‘pitched ells’ at the foot of all radiator drops 


the return of the balcony radiator, about three teet and risers, and give every branch, to and from the 


above the oiler im the ler root radiator, a good pitch tor quick drainage 
, 9% ' ' | ‘ 1 ' 
\ll radiator valves were of the quick opening packless Radiators to be of the hot water type, tapped at the 


tybs top ot one end, and at the bottom of the other. All 
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Sectional Plan of Low VDressure Heating System Installed in Photo Play House 
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] ‘ ‘ 1, ia 7 a . 1 , 
closed [t it does not, it should be adjusted properly matter of ventilation provide rin this st these 
' ' ] | ] , -] > 1 el { 
See to it that the disks of all check valves work Jt pomt of fact ire very 1 ir im mat 
] } ' ‘ ‘ , 
freelv and easily. theater f this class. in different parts of th int 
. ci ( { pe ( 
. & ‘ - } of | , } y) fT ‘ 1¢}, | +7) ly ‘ li | } | j 
oOve#°r overnead steam mains Witt I Mmcn all (Ci Die i] | Cast rive arpcrnite is yas yr «svi rea) | T r \\ ) Td) ’ 
vering Fittings are to have moulded mi. Pees er ; ; 
) Trini it ik al ¢ if Al WV ¢ PPiCouidiead COVeCTITIGTS Vet ‘ " rc Wit penm8s i] Tile (¢ ; all 
‘ , } . } } | . 
(over boiler with 1 inch asbestos boiler cement tor these. two ope we 
properly secured with wire netting, and cover cement wall rmit the installation of two 48 fat 


neatly with canvas. ele 


, , ress ‘ 
Phoroughly wash OT blow Out the howler petore test i fie capacit r ¢acn r tTiese Mans WAN anvwhet 


ing, as the water must stand pertectly clear in the gauce fy r 000 to 11.000 cu. ft. per hour. depend tT thet 
- 

vlass a 
“Set the damper regulator to promptly close the tront Now, how little or : h these tans will 

draught, and Open the rear check at one pound Steal Hy] viil depend uy f thie iMtdement oO cat 

pressure. theater manag 
“The system must be tested tor tightness at 10 pounds Yet this verv umneertaintv of their operator upled 


pressure, and show a vacuum of 10 inches after opening VI e equal uncertainty of their operating effect leave 
the fire doors.” the matter of lequate and not exce 


Betore concluding it would be well to mention § the ue to “good kdgyment’ plus considerable 
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Master Plumber as Partner and Employer. in the transaction of the partner 


‘ boas ther relat 
A plumber died suddenly while attempting to locate a leak agent, that, as to third parties, the pri 
in the gas pipes of his employe r’s shop, and his widow mad by the apparent well as by thre t 
a claim for compensation The ‘compensation commissronet therit t a veneral agent. it 1 ilso true that. a ( 
found that death was probably due to acute gas poisoning themselves, the rtners may lhmit the e ort 
acting upon a heart weakened by disease, and that it result tre il avreement 


from an injury arising out of and in the course of the man’s In tl ise these three men, ea 
employment This finding Was not questioned, Neverthele . estal hed | 1ri¢ ited rive’ryy se ‘ ’ md out 


+] j 


Lile commissioner dismissed the appli wien oN ne grouurne advel ire 


that the man’s employer had regularly less than five emploves te ch ne ¥ eCta eq ed to | 
| 
nad l,- | ‘ 1 d } ” , 4 ; ‘ ; ‘ ] ; ‘ 
and had not accepted the provisions of part B ot the Massa POE ¢ : vi met 
] ‘ . oly ’ ’ ‘ 1 1 ‘ 41 1 ‘ 
nusetts workmen s compensation act It was conceded that CIVesS § POUT ATTN he sole employer ol 
in his regular business as a master plumber he employed less having the excl e right of hirn control 
1 | ' ' , ‘ ‘ 
than five; but it was contended that he was a partner of a ChHareil them, al the exclusive ft I 
master carpenter and ot a master mason in a joint adventure Want | that extent the partners « 
of buying land and building houses thereon for sale, and confer any mutual agency each upon the oth 
that as such partner he was an employer, within the mean no doubt, be estopped or precluded from tf 
Ing of the act, of the carpenters, who were working on tue cial limitation of mutual agen is dfall 
1 ‘TT ’ 1 ; | | | 
partnership houses lhe facts were that the master carpenter, Pury materials to Une rtn 
~ ‘7 rv? } rol +} " - = | ’ | 7, 17 ° ai ? ] ' | ly | an } | 
master mason, and the master plumper acquired tithe in com- O1 eK evel 
mon to certain land and undertook to build houses thereon the decedent w t ¢ 
for sale, the net profits to be equally divided They ratse | irtney pat the time Cl cw | 
money for outside expenses on their joint and several note, jury arose oul rand in the course t his en 
' : ! j | 
and agreed that the one should do th enter work, the master plumber ndividu usiness, Hf 
: 1 ’ | | ‘ 1 . 
other the mason work, and the master pl r the piumbing is ror al Claim OF ¢ pp re ind a ' 
\ Tk if \ ¢ st pri cs I T mate I i] and sal the ih]s t bye inc hic le ¢ niley ; ‘ 4 ; te . ‘ ; ‘ 
, 7 : | 7 ] | 
iucdited and approved by all three, nic inat @€a h ruld of the mastet ! te f m { ryt ! 
e control of his own men for the purpose tt e the mast é 
lhe S preme ¢ urt ot Errors t Connecticut, in aftirming Chie igent uri ter : et "= 
+ ] ; oh ‘ + +4 " ] : . T I I f T T 1 1 
e order of e compensation commissioner in dismissing the | : | 
‘ . . t TY) ] ? ‘ ty , ' | ; 
Appi ation Toor Mpel ition 7 rive widow (>T thre pl 1?” ry I | f ‘ ‘ 
who died as above stated, savs, Coady vs. Igo, 98 Atlant IK ,' ' 
porter, o28, 1t 18S apparent two distinct questions were 1 volved 
in the contention about the carpenters at work on the houses 
: ‘ ‘ ‘ } ; < ¥ ' at ‘ . 
nie = ir Why They Had No Heat Last Winter. 
eing counted as employes of the master plumber, nam 
1 ' . 1 : | 7 
whether the carpenters were in the employ oi the partnership, 
i a . . ' \ty l-latley ( ! tive ry f | 
and if so, whether the employes Ot a partnership are to ( ors ALT ’ t 
' ' ? > 1] 1 : ‘ h . 1, mar : ] . : 1? a’ TT? \ A ¢ a «| Ti¢ rieé t i” t Vin@rey 
counted as emploves of each of the partners in determining a, ' phek ; = 
his Wabil ler the act for an iniurv to : ~want emoniavec! Mr. Klatles; Lnne ( 
PIs blall ity under tie at ror an injury to a servant emploves : A , 
such partner in his individual domestic or business attatrs. it Flatleig! res, he | 
The claimant relied on the general proposition ttiat eaci, this mornit ind discovered that there » 
‘ ¢ d . i 5 . 1 : . - ‘ e . ‘ a — 
member of a partnership 1s the agent of every other member tiie p11) C} 





Battlefield Sanitation 


How the Modern Sanitary Engineer is Preserving the 
Health, Preventing Disease and Providing for the 
Comfort of the Soldiers in the Great Kuropean War 


3 ARTHUR BA] | VIAN [Director ot the Sanitary 


[Le }) irtinent,. Ameri an os hool of Correspondent e ( hi AVVO 


t that sanitation has progressed at a phenomenal is raised, and, before leaving it is replaced in position. 
ite loring fi ist tittv vears It 4s equally true No earth 1s used to cover the excreta, a quantity of 
that the sanitary engineering profession possesses an chloride of lime being thrown on it each day, and when 
lance of invenuity and resource. and when confronted full they are covered with earth. No seats are provided 
th unusual difticultr ts members rise to the occasion for they become fouled by the users, and in wet weather 
ll their undertakin; are uncomfortable. 


\ concrete example can be found in the uropean War (Ottentimes it 1s impossible to dig these shallow trenches 


» the waterlogged condition of the ground, then 





where a mall t) at (>t anitarians are preserving tiie owing te 
Dal << SAAS 
s . s* SCREEN 
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Avance . OF ieee cA oe bs . ‘ j 
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t FELT oor . 
= , . - rig. 2 
ati biscuit, gasoline, and creosol tins are used and taken 
pu’ Purnar , . 
baalx é1 away eacn night, and the contents du y into the ground. 
— 0 ' THis Swaps 
\ eT At a remote distance behind the trenches wooden or 
T F | ‘ ' f 
rake . a = | Pieces wooden and canvas structures provided with seats form 
Ls ° the latrines as shown in Fig. 1, views A, B and C. The 
—————————— oo excremental matter falls into the trench provided for 1t. 
This is disinfected daily with chloride of lime, and, when 
Side vi&W ; 
full, covered with earth and the whole latrine construc- 
ig. 1 ; 
tion removed bodily to a new trench dug in a convenient 
health. preventu ease | makis nen tons for the location Should heavy rains occur which saturate the 
cramfart ¢ leo ts ground, galvanized iron pails or creosol tins are placed 
Disease has he lest enen in every war. but urrder the seats and the contents are emptied as often 
now Mr. Sanitarian is to the fore iin. and in the great- as necessary. Once per day the seats of the latrines are 
’ ’ | | 
est var of all times, we find his skill and indefatigabl washed with Kerosene, 
efttorts mn akin this ise 4S eNeEeTTI’ retreat if every ne inf lt climatic conditions permit the urine 1s collected 1.) 
’ ‘ '+ ‘ , ‘ ‘ ’ 7 * sf : 
" » * . lL, ‘) rs » ararl } ‘?) ‘ 7. ‘of 14 ‘ +, 1 > 
It 1s a comparatively simple matter to equip a per- a trench, < feet wide ry 2 teet deep, which 1s filled to 
manent, semi-permanent, or temporary camp efficiently within 6 inches from the top with bricks and burnt tins, 


- ‘ ' . ’ 
but when war bre cS out and the hattl helds are covered 


rh 
: | WTTT1/7 


wit! dead bodies and carcasses water supplies are con- Latent , ; TT / 1 
taminated, lice and flies abound, our former knowledge Y, Y//1 Uf te Le 
ivails us little when in the trenches on the battlefields | if 

The question of water supply is a simple matter for a LARGE STONES 
permanent or semi-permanent camp, hkewise the collec- 9° 


tion and disposal of taecal matter, urine, wash water, and 





rhage, but one cannot choose the most desirable site 
during the ebb and flow of battle. and let us assume we ie 3 

are somewhere in Furope among the fighting 

Figs. 2 and 3 This 1s 


| 
*) 4 


The Disposal of Excremental Matter. as shown in plan and _ section, 
superior to the open ditch and occasionally when it 1s 


| > | | | | | 
Immediately behind the trenches it 1s customary to dig “ 


a small tee-shaped trench at right angles to the main safe to light a fire, an incinerator can be built at one 
trench and at either end of the cross piece of the tee to end of the trench which heats the ground and assists 
dig deep holes, and over the holes to place a wooden evaporation very materially. 
cover of three boards, the center board being hinged o1 In the dugouts the urine is collected in tins of any 


loose. like a trap door. When if is used. the outer board desc ription, afterwards being removed in a receptacle and 
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emptied into a soaking pit, which is dug into high and 
dry ground and filled with fine earth or sand to within 
a few inches from the top, as shown in Fig. 4. 
Disposal of Horse Dung. 
Before the war, manure heaps were always ideal places 
for flies to breed, and even the constant spraying with 


chemicals could hardly keep them down. However, the 
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modern method employed simplicity itself and requires 
no chemicals of any sort and just consists in so packing 
or consolidating the manure’ with a spade or shovel that 
on fermentation a temperature about 150 degrees to 160 
degrees Fahr., or even higher, is developed which 1s 
fatal to fly-larvae. 

Disposal of Garbage. 

The somewhat crude, yet efficient, incinerators adopted 
in time of peace are useless close to the trenches, due 
to the fact that the fire makes a blaze which proves an 
excellent target for the enemy’s guns. The garbage from 
the trenches is collected in bags or sacks fixed up at in- 
tervals, into which all garbage is thrown. The bags are 
removed under the cover of darkness and the 
hold a week’s 


garbage 1s 
buried in deep pits of sufficient capacity 
supply. The entire contents of the pit are sprayed several 
times a day with creosol to prevent the breeding of flies 
Some ten miles behind the trenches the garbage can be 
burnt in incinerators. One good type recently adopted 1s 
inade of corrugated iron, a sheet about 10 feet long and 

feet wide, bent in a circle and fixed either by riveting 
or wiring, and then placed over two cross trenches dug 


in the ground to provide the necessary ventilation or 


draft as shown in Fig. 5. The trenches are about 9 inches 
leep and 9 inches wide lLarger incinerators are made of 


| 


turf, biscuit tins filled with earth, bricks and iron, but 
these are well in the backvround. 
The Fly Problem. 
Both in the trenches and just behind them, every pre- 
caution 1s taken to eliminate flies. Efforts are made to 


destroy the fly-larvae by consolidating horse dung, 
spraying stagnant wash water and contaminated ditches 
with paraffin or kerosene oil, and by covering all food 


stuffs, excremental matter and garbage with gauze, while 
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SECTIONAL ELEV* ““Z 


} T ed j | 1) et ett ; 
( j iv a } il t ‘ 
ia Saf] trate n pl i! ! ct tiie t 
| ; und feet by 3 feet, 1s dug out to a lepth 
the space filled in with gravel A 9-inch 
\ then conveys the water to a circular soakage pit, 
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' ' ’ ’ , rite Bathing. 
| , , ‘ 
! eve A Obviously, bathing cannot be indulged in on the field 
| ; | ’ , 
{ iii tiie rey itis ict! Ve! )¢ fT lutv the soldiers delight 1M) hath 
‘ ' ’ ‘ ‘ 
t I ! ! ( ! | the T CT ana Canalis al ( will convert any old 
, i > ’ , , | | } | ] 
{) } } ’ t ' oti alt r ] . “liaCh mito a pati lise im Call Sie scCeq) 1! the photo, 
‘ ‘ ‘ ; Ae ' ‘ } ’ ‘ } , el > : ~2e% 
‘ ( A I ig aiP Which Was fake} rl tiie village OT (suvensi, 
| } ' 11 1 : 
i l { ictl ti¢stil | { thie \ lal ile SImmaiiest ditch fl order 
, ‘ ‘ i , if) ail nm. ‘ 
; ‘ , ts. he . e 
| } | rate by ei. oe vaLVv 
aed Pet 
sever “ eavucet 
Binrin | 
sa! . - j 
a. + . . Lal Ld ¥ y 
BVA OLE & Enatn \y 
7 Je" . 4 
yy PLFA Ce ee | Ce See | ee ne 
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f vidence tive slipper path al (| rive boot and shower bath 
] ‘ , | 
lt is rumored that many soldiers enjoyed Turkish baths 
. , , : 
it the Dardanelle 1 hie Siipper baths are only to be 
: : , : , 
found wm Pourtodae nmuldinegs and an only be visited on rare 
; ; } ‘ ‘ Lb?» ’ ; aar } vr; gal 

i i} j I \ { page é : 

OCCASIONS Shower baths torm part of the outtit ot eacn 


Civision lL hey ATe really Poot baths with overhead 


| 1 ’ 
; ‘ i? tiv, , ' ) ’ fie iT I , ES il thie CAT { upphed with hot Wate! Lhe 
, ise 1S 26 anches square by S&S inches deep, fitted with 


Disintection. in Ooutiet plug and an overflow Phey are usually in 
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l 1] iking a Bat Ihe nad ti (yer he irit litte Photo 
Copvright } , « rwood, N.Y 
stalled in blocks of twenty in a tarm or similar build- 
cite rile } produce »\ TT! ! } ~ ipl - 2 i cham 111k 
her and blowime the tumes into the huts. barns and duc- Wash basins or receptacles tor containing water are 


outs with a tan fhe tan 1s worked by a small motor spread out on boards, covered with iron and supported 

, ; ' + , } | ‘ 

eit wenerator 18 mounted on wile Is, ina Is Used chietly by wood trestles, Im anv convenient position woere the 
S| , | ’ e 4 - 1 4 . 

rot those vroods wich would be ruined yy excessive heat waste water can he disposed Ol and the risk oF vettinz 


or stean shot is just ordinary. Tig. 12 shows a typical arrange- 
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ment ot wash basins witl pdequate water supply and if wna econd thoor i. ae ! (4 r measure 
means tor taking care ot the vreas« \ 15-toot run 18s t ' riarke ry ot hye ' ‘air ‘ nd tloor 4 all 


considered sufhicient tor 100 men, but these can only foot er () x , tt vith |} yindows 


be installed at the bases r | uld 3 [ 7 carmed , OO ae ee 
The Dead. 
The disinfection and burial of carcasses and dead sol- Wes M lowa 


diers 1S another probl m taxing the sanitariat '§ resources 
to the maximum, and the photo, Fig. 13, portrays a grue- ' bimitted TT se 
= +} ; 
some sight, nevertheless, the burning of the dead 1s the ! Vt ive re iwi i! nave t a 


most sanitary of all methods | 7 tall steam heat 


l'urther prolble ms may be cited in the isolation ot those thy, lerrve ns , mnel clata vet a oO r 
suffering with infectious diseases, taking care of the radiation hould be provided tor | | 0 
grease, and the laundrvine ot underwear. ete.. but the sq. tt. tor the repair shop. .and 
sanitarian has acquitted himsel! admirably and his ac- :, toilet ; , ' 

his, the eatest of all wars. ha won i | ef) iti 


complishments in t 


him the respect of all men. \WVe ould use radiator t the wall type, 10 
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uestions «& na ew capone (alse ad walls abo he eat 
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HOW TO INSTALL A STEAM HEATING SYSTEM lhe piping plas veested shows an overhead systen 
IN A GARAGE. r othe rst floor and a rewulat Ip-ted ter 


Editor “Domestic Engineering” | enclose ai erouvh Lhe pply main should rise at point mas ‘2 


iop which | have to | nt near the ceiling of the tirst floor ihe % thi 


plan of a small garage and repair s 


heat with steam ‘| he only portion ()T thye basemen ex riset lel 7 thr hyyer hy ron oy thre ‘ - , hould 


Gorage 
28'x30'« /1', 


.O. 








cavated 1s a small cellar about 12 x 12 ft. in area, which 

will be used for the boiler and coal downward to pomt 1 irked ©, here al AUTOMATIC alt 
This work 1s a little unusual with me and I will thank valve should be placed and a drop made wit 1 1'4-inch 

you for such advice as you will give me as to the best return to 

method of doing the work. The building is built of brick itching of the main bring it so low as to interfere 

and is well constructed The windows are each 3 x 6 ead room it can rise at pomt B to a higher level and a 


tt, and about 4 ft. from the floor first floor ceiling bleeder or drip at this point can droy 
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turt \ eck valve shoul e used in connecting to re- the nixt day an’ calls the gineral superintendent be his 
' rst name 

[he return pipes show iy dotted lines are run wun- “Spakin’ of dreams: | had wan last night ! dreamed 
der the radiator near the f r line and pitch downward | died and wint to hiven which 1s the regular course 

‘ ' L [)-1) ide through floor a ( rane ma hands in his checks 
into boiler cella ait ral es from main should all be Vhin I got to the gate, wonderin’ if it'd be aisy or 
incl mn size. except that t the small radiator in wash hard to get in, St Peter flung it wide open an’ Says. 
HHow do ve do. Misther Cutler Another Crane man, I 
ee Make versilf at home’—an’ he let it go at that, wid 

va , — f 
l ) Vave of his hat d 

7 a bit | spied i bunch of jolly 


- a ‘ 
> 
- 
a 
i? 
— 
— 
ore 
“4 


ellows over be the erand stand, laughin’. chattin’,. an 


L talkin’. an’ on goin’ nearer [I saw they were all Crane 
a 
—— pi ‘ — 7 min I knew, an’ I was at home wid thim at once 
; ay a 1. , _ . oar” , 
i t course, they were all rlad to see me an e@aver tor 
f = the news from Chicago and Bridgeport But I wasn’t 
; J | ' fairly started givin’ thim the very latest from the Big 
r i > 
Works. whin there was a loud knock on the gate, an 


ve heard the porter orderin’ out the guard 

“Headed by no less than St. Peter himsilf, the guards 
ne forward in all their glitterin’ armor, the gates were 
<wung back, there was a great blare of trumpets, an’ in 
| stipped two min. St. Peter took thim be th’ hand an’ 
: i | led thim hetwane the two lines of guards standin’ at 
prisint arms, an’ on into the great banquet hall where 
| they were fed wid ivery luxury known that side of the 
: . — am pearly vates 


hless. an’ the less | said the 





[wa lor wance I was spacl | 

te -- paseoermeenartiie . madder | got For, mind ve. | knew both of those ftel- 

lows. They were from another shop in Bridgeport 
a ee - “Whin I did find me tongue I[ said to our lads: ‘I’m 
Fig. 2 goin’ to look into this at once If st. Peter’s goin’ to 
welcome a Crane man wid an aisy wave of the hand an’ 
room, which may be 1l-inch or 1 inch, as desired Lhese vive rank outsiders a blow-out like that, I for wan am in 

ranche hould be taken tron main with 45-degree con- lavor of overthrowi1n’ the prisint administration.’ 

nections out of bottom of the main in order to drain “Wid that I walks up to St. Peter an’ I says: ‘Would 
same where reduced tiinstrates the method of ve mind tellin’ me the meanin’ of all this fuss? Aint I 


connecting the radiators recommended. The bleeders at yood enough for a salute of honor? Why didn’t ye turn 


bottom of each drop riser should be provided with swing the cook an’ the head waiter loose for me? Why a care- 
check valves, as shown on the horizontal pipe, which less wavy mitt for me an’ a legal holiday in hivin whin 
should be reduced in siz [he intention of the sketches yon common fry happen in? Perhaps ye have forgotten 
given is to show the method ot installation recommended for the moment that the Crane ward has considerable 
which correspondent may adapt t suit the conditions political influence, an’ 


Reytirnie! } . aly Ta sé . : : ’ 
found at the buildin; | quit right there, for St. Peter was laughin’ at me, 


1 


— laughin’ till his sides shook \Whin he got his wind he 


FRANK CUTLER’S DREAM. ‘“ 


ve'll learn that so many Crane min come to hivin we've 


‘Cutler, me lad, whin ye're here a day or two longer 


Members of the Crane Veteran League, connected with quit payin’ any particular attintion to thim. They just 
the Bridgeport Division ot Crane Co., recently held a drop in as regular mimbers of the tamily, so to speak. 
banquet at the Algonquin Club in Bridgeport, Conn., at But whin some poor divil from another shop manages 
which } rank ( utler i men er ot the league, delivered a to re ach the cate. it’s a case of the lost sheep there is 
speech which made a great hit, according to “The Valve joy in hivin among the angels, the band turns out, the 
World” fatted calf is killed, an’ the mayor locks his office for 

liis speech was a happy blending of sentiment and the day. Hivin pays its respects to the unexpected.’ ” 
humor, interspersed with flashes of wit, for be it known, The effect of this “dream,” as well as its inimitable 
Veteran Cutler speaks with just enough “ould = sod” telling, upon the Veterans and guests may be imagined 
brogue to give “edge” and flavor to his quaint sayings far better than it can be described. In trying to give 


He was eloquent in praising Crane Co. for its treatment some hint of the rich brogue in which Mr. Cutler spoke, 


ot employes, and there was no question of his sincerity the type, after doing its best, offers profound apologies 
when he said he was prow l to be a “Crane Man.” , memes 
this pride “perked” him up as he went about his daily Stanton, Neb.—George Y. Burrus has opened a plumb- 
labors, and gave distinct tlavor to his nightly rambles in ing and heating establishment in this town. He already 
Dreamland has four heating contracts and two plumbing contracts 
‘It's good to be a Crane man.” said he. “good an’ on his books. 
mighty lucky It takes ye through th’ day with a foin NN es 


v 


bit of dignity, an’ it lets ye in wid the elict whin ye go Owensboro, Ky.—Earl Faught & Son, plumbing con- 
to shleep. I understand that whin a fellow in some other tractors, have filed a petition in bankruptcy, scheduling 


1. > 


shop dreams he’s workin’ for Crane Co., he goes down their liabilities at $1,265 and their assets at $1,234.50. 





Standards For Public Comfort Stations 


By J. J. Cosgrove, Director ot the Public Com 
fort Station Bureau ot the National Commit 
tee of the Confederated Supply Associations 


Failures and Their Causes. rach ald | mfort stat ) ; nivure 


HE FAILURES in public comfort stations, and hat m all that th 1 mplies, which fy» their 

there have been many of them in the past, can be er tus are self-su ret leon tar Lhe 

traced directly to two primary Causes, false mod Lackawanna Rat aad = C pa t t ter! il ition 
esty and talse economy, both of which originated in a n Hoboken has free totlet accommodations and pay con 
wrong conception of the problem. partments ind the meceome trot the pav tonlet ce part 

In many places, particularly public parks, isolated little ents more than pays the expenses of the free and pay 
houses are hidden away in dense clumps of bushes, so toilets combined. They have twelve tree water closets, 
thick that they entirely screen the building. (One vclance ripes urinals and six lavatories + the or toilet. 
at the location 1S enough to cause one's hair to rise in SOAT furnished but no towel het tihe have 
fear, for no better lurking place could be found for a | pay toilet vhere for five cent ich, patrons are 
foe It is believable that no woman would brave. th: ry vith an individual towel, soap, comb and ham 
terrors of such a place, especially in the dusk or dark, ru In the ladies’ toilet room there are thirteen free 
unless driven by stern necessity; and even a man entet ter closets and etvht lavatori wit! oan 1 no 
ing such a jungle would do so with all senses on the els nd five pav compartment thre hme the 
alert, ready for any one who might pounce upon him re MH havi a like charwue 
Such locations are a mistake—a mistake of false modesty e receipts from the pav toilet eC] 

The next mistake arises from a sense of false econ- Dian thin ) toilets ! thy 
omy In their anxiety to secure the needed comfort : eats sishaieily . 
stations, many advocates have recommended building a ; 
number of small stations at a cost so small that they ens Or eratit | | 
never are or never can be real comfort stations. They eens 50.00 . h 
are cold, and repellant at all times, sometimes disgusting, <p afb oo On tnt 
and soon become filthy from neglect and abuse, and then ~- 
they are abandoned altogether. eas 

That policy has proven a failure wherever tried In F | Se —- rh | ? 
the first place, there 1s something loathsome and unat pte ; - aa pet cai oh 
tractive about such places. It seems as though thugs ssiicbieialcc pera ie peer oes P : fi ae jr a “ | 
are lurking in every shadow ready to pounce upon the hs “ da e pall de aur - a : - - eer a | 
unlucky wayfarer, and as a result very few visit the it ess ———— a ii | 
small public comfort stations where there are no attend di : : é ) ae f ;, 
ants, particularly after dark. | | . | sa ‘ ; _ ; . 7 

Another objection to the small public comfort station : a ois ae Ricard laa aataaiel a gers tta ) | 
without an attendant is the fact that vandals soil and ee re : 

; <—a oak charved tor eact ervice, mall et ‘ t ! rine 
destroy fixtures and fittings, while petty thieves pilfer re- : - . 4 ie _ 
movable parts and even wrenching away fixed parts which eee ee Se a re | 
they can sell. Such stations are a failure, for they are ™ viisisicg chat wd nian _— | shi 
not used, are commonly abused, serve no useful purpose | -— ee ee _ | ae = = " 
for the public, cause expenditure without compensating —e a era = i onde cS ‘ee Po | ji 
return, and standing for public comfort stations which rey ee ree ee eer eee ee basi? 
‘ those who have t!] place in charve [hen taking a leat 
they are not, they block the pathway of progress by. , . 
, , : ; 7 E . ; . from the expe ‘ e ofr railway pre ci¢ roe VAIIING 
keeping real public comfort stations trom being built. _ as ' 
room tor the ommodation ot me pet 
Real Public Comfort Stations. — 7 ne aisine t00 um he the tailet 4 ‘* 

Real public comfort stations—the kind we want built wavs under the watchful eve ot the manager ort nt. 
under our national plan of campaign—must not be hid In the waiting room can be located pay te 
den away in lonesome places. They must be in the open, hooths, vending machines, weig! ! hine t 
in full view of everybody, so those who pass along can blackis chair, newspaper and. pr di t 
see and understand the purpose of the buildings. They checking stand, and towel and sanitary napkin vendors 
are not to be little, dirty, dark, cold and repellant make- to supply the articles at small cost Private | toilets 
shifts. but good, big, roomy, comfortable buildings, warm will go a long way toward ’ t! St O} ition, 
in winter, cool in summer, and containing all the con- vhile the receipts from other source 1] t cases 
veniences later enumerated. inake the stati t ree Ol rTi¢ 

Economy and efficiency both favor this plan. The Ilot and cold water, of course | e pl Le ree 
only excuse for the building of small unattended dis f cost, and in the private pa rtments, comb, 
comfort stations has been the cost. It is false economy, rush, towel and all other ne I ticl ed 
however, which pays good money for bad improvements, The idea ince a station 1 t be p ed for the 
if such butidings can be classed as improvements The ctual physical needs of the comt i make it real 
only economical and satisfactory policy ts to put up good convenience station in as many ways as possible, so that 
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but inside of ten years the cost of construction as well. 
It is not a cost or charge upon the community, but a 


1 health. 
In small towns and villages little public comfort stations 
be built, but all the 


re bu 
necessary, likewise 


good-paying investment in dollars, decency an 


of much less cost can containing 


elements we have found and which 


he made more than self-supporting. 


the 


can 
When 


e necessityv oft 


stations are built, impress on the authorities 


putting them in charge of people who are 


clean in clean in habits and clean in character. 


This will 


* 


per Son, 


sure the permanent success of the plan 


ft) 


PUBLIC COMFORT STATIONS. 


VW ork has heen started on the new public comfort sta- 
won WW \'‘\ ishingeton Park. Bridgeport, Conn. The struc- 
ture will cost about $11,000 and the W. P. Kirk Co., of 


install plumbing and heating systems. 


comtort 


will 


The public station at Kentucky Avenue and 


Illinois Street in Indianapolis, Ind., will be remodeled 
this tall at a cost of &7.000 


Turning Away Wrath. 


\ gentleman who discovered that he was standing ona 
1 ‘ — 
ladv’s train had the presence of mind to remark: 
x } - . 1 fe 
Tho I mav not have the power to draw an angel trom 


| have pinned one to the earth 





“™ fT 
! 
ViAtl 
ti ci 
‘ 
née 


Py 


4 
‘ 
ale Ti 
| 
oe 
| 
Le cil 
| 
iCas 
4 
\ \ 
dal 
.er 
’\ 
‘ 
ti 
ecsTye 
7 
, i? 
lati 
| 
\\ 


la 

} 

{i 

c) 

f ( 

; 

? 

Ti¢ 
; 


Massachusetts Master Plumbers D 


scuss Im- 
portant Trade Problems at Fall ¢ 


(oOnvention 


Numerous Papers and Spit 
Problems ¢ 
Pave Way 


ited Discussions of Trad 
larity Perplexing Cond 


lor Progress Of Niassa 


1) 
' 4 ’ 
4 ‘+ ; ‘ ‘ . | ‘ 
- Ria s ~ : r\ tie \{ 63 3<ch 4 se? Ths. ‘ 
4 =) " 
‘ t+ " ‘ 
State \ssocia Ol laste I CTS Pass uy] | Viet \] } , ‘ 
; 7 | 5 | 
? ? ) < 1? ’ ‘ ‘ ] ° ‘ ; ‘ ‘ } 
rocysTtap? as ~ te ic ¢ af | i irpsqada ‘ ’ 
} , 
‘ i\ Septen pe’? >= f -i ’ Pearse et ? 177) sfate tc) ~~ 1 . . ’ ‘ ; , ‘ ‘ ‘ 
~ . ‘ 
i i ‘. 
‘ ‘ ‘ ‘ ‘ i: ; . . 
d, to test the hospitality of that bustln nland city . 
x . 
1? oe , ‘7 r*? 
i } ; " | . ° ‘ 
Ye il is tC hol Its al j } iii 4 ive t ' i fre 4 ‘ + ‘ ‘ ‘ , 
7 Tie’? ners \ ) itfey! cle ' ere t) . frurs q* + ‘ ‘ ‘ 
\ i \ i 
| | ’ , 
7 a | | , ; ‘ , , 4 
i a On. i Tire CiOoS¢ rrie S 4 Sete ? ~ , i? tive vy 4 ~<f ere ‘ ‘ 
bias ‘Ff ss? * ‘ —_ } ] , 
sS,.it | Lis¢ is ( j \ ‘> | \ litpri¢ ‘ | ~ revyy\ar? ak ‘+ a? ‘ ‘ ‘ 
| i 
! ic ' r\* ¢ | 
as al if Cai Co] \ « {ity I 
+ ] ’ ‘ | 1 1} ‘* 4 
’ ‘ : 
¢ \() (iaVS Ces] yey onl, Vriig ry Oyrye ye | yaa ‘ a 
} ‘ } ‘ 1 ] ‘ 
noon with a business session in the ecautitul Ma 
ike + ¢) \ ‘1904 : ] \ : f p ‘ p ‘ 
\ LOoTH ‘) Lite 4 bla LL Woritwy4t proved tc) ‘ ‘ 
| | | ‘ ‘ . ‘ ‘ ’ ‘ ‘ 
? , @ | , 
tT the mos heiptul meetings in the history ot the 
t | } 1/1 } f \1 
ZATION ana thre ’ merous acdare ces a e mapners ‘ 
| i 
{ ’ ’ ‘ 
’ ’ ‘ + ] ‘ ‘ } Re - | 1 t ‘ ’ 
many spirited discussions which helped clarity the 
‘ ‘ ‘ ‘ ; Y , " | , 
i ‘* , ‘os > . ' - | ; ‘ 
a numper (> Derpie LiIny pro lems. rnd tO nave Tie 
| 1 ] ‘ j F ‘ : 
14 } ‘ ’ j i: ‘ | ‘i i i ‘ ‘ 
(oT what ls meie ve i ) ( S| vYeCaTyT (>? Iruit?y rf) 
! 
' . , ‘ 
, 4A 4 *? rw. q* al 4} 4 
| : ' 
1 ' ’ . 
' 
. ; ! 1 1 ! f r ’ ’ ‘ ~ " ? 
se SS TOT) Was ( rte tc) ordet hy President \ 1 ‘ : an i 
4 . ’ , 
, , ' | my , ;, 
; ’ sat? j , f \ ‘ 
(TPCT ed, CT ( 1] \ iT) Mavor hey LT1lK | Sta ‘ ¢y? : ‘ 
‘ ; ‘ ei? 4g ; rv ‘ ‘ 
? t f q>?) 7 r 
: , ‘ 
1 
, oy 
; 4 ’ 
f ; ‘ ‘ 
; : ‘ ‘ 
‘ ‘ ‘ I ‘ ’ ’ 
af 
’ ’ ‘ 
+ i j 
’ ' ' ; 
t | , 
1, ? ? ’ ’ ‘ 
, ; . ‘ or , p 
; ‘ | ‘ 
( ‘ ‘ ( 
‘ ‘ * 4 q,? 4 ‘ " 4 ‘ 
+ , I , 
‘ ’ ‘ ‘ ‘ 
; ‘ yrae ; 
j i 
4 4 , ‘ , arrive? 
? ‘*7 ‘ | 
- ‘ - t , , 
iiford, of Quine i. l’reston Perham, of Bostor1 
» 
," j 
[ Massa ety] Vice President 
elatior 


i I ' ! { 
4 ‘ , ; 
' 
j 
‘ ‘ : 4 : ‘ ¢ + = " rit ; 4 ; 
elcomee Lie VISITING WaSters : 
i ; ’ 
’ ‘ ‘ ‘ ‘ ‘ 
. on | ¢ ++ 4 } ] ‘ ia? ‘ ' ‘ 4 P 
address In proffering the ospitality o 
{ ' ' 1 ; rT * ? ‘ f 
+ , ‘¥ : | 
(>? S Tra mresey] on © { Cll With Live 3 Le 
4 
‘ ‘ 1 | ‘ ; 
, } ; , , , i 
aASSIITE Toe! that ? ‘ CIWT—WWmens (iT Tine "hh 
] | ; ] ] ¢ | , le : ’ ‘ ? rT ¢ ? g*7 ‘*7 ] ’ ’ 
¢* 7] . (l¢ Thiveé (i(00T Ss atid ] in on © SsCives - . 
| | I 
' 
, ‘ Le ; { ‘ , ts ‘ 
|? } ‘ ! ; ( ¢ —v , ‘ . oy , oF p 
st President James S. Cassedy, 0 ' pice 
, ‘ ‘ 
’ ‘ 1 1 1 1 1 ! 7 +f ? ' r T 
ie cl iti ‘* ‘ “ai? t aan ISSO) ratio?! ?} i? é ‘ ; i 
] . ; 1_] ‘ . | ¢ . ’ ‘ 9 ; ‘ 
the citizens ot Springhel r the ope | 
‘ ‘ 7 ] ¢ } ? ] + > ‘ + 1, \1; { ‘ f ? | } ’ 
™ ‘ i ’ 
1? At ct ? ey reCeiV eG TTié es if ~ () i 
-* ‘ 7 
j av ¢ j . ? f ' . 
" . ‘ ‘ q ; . , ' ' 
; 1 > aul Cie ev 
Ova tr sSpringneid, met er © re jiOcal i 
7 ’ 





14 DOMESTIC ENGINEERING vol. LXAVIT, No. 1 





r ' , . gre . * " ’ . sa4 . . ‘ } :7 ‘ ‘ ‘ * 
j ] {Ua cl (i) trie premium, ere it not tor ertnods more Irie naiy reiations may ve established De- 
, , : ‘ ‘ f 61 oe 7 ‘ : ~ ' ‘ . 4 : - ‘ ; 
! pualitie law tween master plumbers and jobbers of plumbing supplies. 
‘ ‘ . 4 a . ¥ v4 ts +} , | , 
; : ¥ ¥ j ~ 4 5 ' j . 4 - | 1] . - ‘ | 7s . 
= - ; ; . Pyare { arroll AVEC a COmMmprenensive talk On { om- 
, ! 
’ ‘ ‘+? ’ , ’ > . " ’ ’ | 7 -¢ 
: " iad ‘ ¢ 5S t i . . ; . sa6 . . . ae lL. | . " ‘ > ‘7 
. > t"j iti i] S.4 | { ¢ IT} VA cn I}¢ iin ¢ Wist pointed Out 
‘ atic an | ers | ane 1 } ‘ - } 
' ami \ Weaknesses and injustices to mastet plun veTS, sup- 
i ’ , ‘ ’ i cl Kf . ‘ ~ i ‘ ‘ ] +} 
. Lie enting nis remarks with mali Sci pC Suywvestions as 
, j ’ ; 
" ; : eo * } ’ ’ ° > = ; : " ‘ ‘ ‘ * 
' ; ; a : per Or | . tne proper ifivnence micnt Se €f ployed tO secure 
i ' " i ¢] ? , ' | ! 
' = : ( (juita ¢ Lit tT premiul rates 
. sul i rs , ' ™ cD . , , ; 
' madward NmMeney, OF boston, spoke on the subject oO! 
; ‘ ; ‘ gg | . : 
. ial ‘ i> , ‘ , l> 1. ’ , | ' sesatry ' ] ’ ! sg? ‘ 
mepo} () merit ind Val 1] \ alves ind Satety Ap- 
, | " . 
While Past President Cassedyv vave an informal 
a* . ‘ , 
restil taik on eationa \ssociation afttairs, out- 
; . ‘ 
i? cy? i¢’T LSS Wario ate (hQavmMS anc how Tne 
1 | | 
i 4 p~ Cope ratil Viti trie ranch associations 
‘ #) . | , 
’ s1v ? ’ he er? i pHoeriwsgqg ) pHeve»rly. Whe 
; ‘ te ’ , , ’ ] \ ’ ' | 
é ‘ f) Ca ( {) ( ( il 7 CEE De 1] if 
‘ ‘ 4% ‘ ' " t\ 
i special election to fill the vacancy Mrank V\ 
7 7 1 
i ,? ae is ' " e* 7) Tey? rie paswton With 
; } AT 
t em the Cel r tive tsSSOociatio!l now af4re Na- 
| | 
1 i tate vice-president lohn B ‘eehat oO} lynn 
, r) ' 
t¢ I s1dent \\ I \ loTta lt ro. <5 Cull ce ic ¢ 
, | 
‘ I w Vert { | }} Sta ree mrelyy «, “Al | tinal cial 
ry 1 \ 
etal ames H row, ot Salem; treasurer, Frank \\ 
’ ; , 
t (>T if ae 
( f ecutyti ( t) | ttee { ] sts of lan jo ( Orcoran 
' re srrocktor Daniel Ff. Carroll, of Lowell: John B. Fee 
inthe ; a ong , : Pearyie bi crow of Salen , 
J i ; : , ; ' . " ‘ Ri ry" 
a | bat, nea Pex ecretary of the han, ot Lynn; J I. Hirst, of New Bedford; Wilham [f. 
’ ij ‘ r oa | ; | ‘ ; . , 
i ‘ 5 i ? sof wd \ (> ; 1¢)T) iVial cd. Ot Sprit oy ‘ (| 1Ja 1¢°] } Man, (>| Worceste 
‘ ‘ ‘ ‘ ' ' , 
{ arte I Peck Or taree! cid ( hflaries i Smith, (1 Bos- 
‘ ; ' ' 1 j | 4 4 at 
] = i { I ! } tiie (rice iif t {sea ( i { iVicl ‘) in ( eld il d | \"\ > tiliat 
| ( ' t ive 1) nteresti ta ! it beverly 
(>! Tie | ( ta Live mr ytic pai reature OT nhursaay CVeniuiniy a banquet Was held IT) Highlats (| 
. ‘ ; . _ ‘ } | ‘ 4 | | ' ‘ , 1. ' ' . , = 
wl it ew r whether written or erbal, flotel and all the eightv-eight visiting members at 
‘ ‘ ‘ ‘ ‘ : ‘1 ‘ | : 1 . - 
} l Vaid ! t notice Dems hled with = the tended It was essentially a rood fellowship spread, 
‘ | | | ‘ } . : 1.1 ? ] | 1 +] 7? . ] — 
te rar of Dee OK the opportunity lkewr1se to nd the idea of having a “head” table for the officers and 
| : | ~ . - 
( ? ’ 7 iV’ toy? thi 7 rated wuyesStsS WAS discarded 11 tTavor of the mo;re an 1do- 
>,.* . . . | . > ] | | | > | ] » - 
' rie ree pdiinitted Cir lack © iti method ot imdiscriminate grouping. Qld triends 
, ‘ 1 , ira ahs 
Lil rstal ae! ! Te iT DCoits Chose piaces neat! each othe rr, and formal titl S were aval 
, . , : : . 
J IN \! ito) i>] ' TCs A COTNDPDTCHNCISIVE papet ‘ ned tor the more Intimate se of YIVeEN Names \1] lor: 


‘ ( redcit Reporting ystey ' outhlninge many such malities were omitted and speech-making likewitse was 


whict \ beet 1] ed te co ellent rivantave., and pean tahooed 7 stead thie members frequently lifted their 











i j ' ' ‘ ' i 
' 
' ‘ . ‘ ‘ ) ’ ? cj sVSTEe! cCvVve?l 
— ; 
] : ts ‘ goTls ’ tal ? , j ~ ' i 
‘4 | 4 
5 ‘ ? ‘ ’ WT ‘ 2 + i] cyt f P 
, , , 
| ‘ { . . | ’ 4 ; stati Ce” ta 
; ’ ; | 
t lh othe ' tiot embers and the 
‘ , " 
tT 4 t | ’ ai tT t iss,i ‘ (>T i 1} 
laws and whi now 
. ‘ ‘ 
f { " ‘ 1 ‘ Tie Ta) i ‘ | s ation DY 
} 1] } } 
¢<° 9") ("4 | ~ i ‘ ¢*7 gta i { if re whoere py 
, | , 11 , 7 
tiie tat I’ | spector will re vi power to 
Mr ' Ty) , ‘ ; ] ‘\f | ] cy lads ‘ ’ ] 
< i | ‘ prre . v a Cadi piu | re wuld 
, +7 , , S| 
| he Pelid ! itil | “ Te? levices Tey? i tlers la ‘ 
or pa iw ie said [ rom | that another and ever 
<7 ’ lige ‘? ? ‘ : Puy , } , l, »* | } > ? 
rf WOU Lcit Oo nave passed a ( 
| 4 | 
next si O1 t t Viassachusetts Legislature 
) ’ } ! } | ' 
‘ ’ , | ‘ . } 
Pre it t Bradtor: then read a paper it which he set 
, , 
wortl five 773s ty, , ‘ rs evclats , ' , ‘ t+ ty , j > " 5 > ls 
i ] i + i‘ ( \ («7 ) - ( rCMeIstT., (7 Ti¢ tot ‘ riss< . &veris A hs ; 7 . ot : 
, , ‘ / od Robt. Robertson, of Beverly, Thos. J. Ryan, of Springfield, 
, , , ’ ‘ce 
advocated stringent reforms lhere should be no more Mass Mass 
| . ’ , 
that ( { raster s pice seé to three rournevmMe! ‘5 licenses 


voices in sone and eniove 


? 


liinaryvy efttorts 


to insure a square deal, he said, but at present the ratio | Landlord Seavers’ excellent 
iB about even He beleves that the fee for a master’s 
license should be raised to $25 or even $50 in order to \ surprising and, at the same time, welcome innova- 
prevent incompetent journeymen from securing them He ion was turnished by “Jim” Barnes, a local wrestling im- 
closed with a plea to the members to increase the mem ressario, who introduced two sturdy grapplers known to 
bership to at least 800 members sport followers as “Tohnnie”’ Devers and “Toe” Hardy. 

National State Vice-President Feehan spoke on “Co who staged an entertaining three fall wrestling match 


eperative Buying,” emphasizing the point that by such Devers won two falls out of three, while the visitiny 





(Jct cr «, 1916 DOMESTIC ENG NEERING 15 


: Ronenn Pum } ee ee, —_ - - = , , , , 
naster piumbers CcCnecregd lmipart aAil\ lO! eacn contestant Stites ‘ i rniient ' is rpotated 1} tT; Ditin sant 
, ‘ ‘ | 
in turn. 1m) tive nited States than anv other one partv, and 
Ie ] 4 ’ . ‘ - ryfif iz ? ] , mT ane . | | ‘ } } ] 
ridgday Was VIVCT) OV Ci ‘ AG) og BD i) pieasure atiti to «i i ¢ sTibit Lay | ( i at CT ST if) i] i7atlol [ 
. ° ° , ‘ - ‘ . 
tour ot Inspection Ol tne city Oo! Springheld first Ot tiarted a i ’ miemt te SCCUTe (IT AW TELS al i pnoto 
a } , } | "ss las } ? ] I , | , , ‘ , , } , | 
all the members and their ladies were whisked bv el the struction in this particula with 
, | , . ’ 
vator to the opservation pilatiorm of the oV0-Toot Miunict ft nresentimg tive | itftey hetore t! Committee 


pal lower for a birdseve view ot the City and surround | byuraladas s and grounds t the H Ist I Repre 


ing country, after which they were taken by automobile it | lou rstand, has this utter om 
around the city, which included a trip through the beaut n a position to correct the existing evil 
ful residential sections to Forest Park, where they were | condition that exists in Washington has been 
shown the excellent zoo and the extensive botanical vat Piehiee all over the rat States ind | | ve tnat 
dens, and thence to the new [astern States Agricultural Ma Instances there ha een a cla tween local 
and Industrial Exposition Grounds | Inspectors and government authority on the 
following the trip through the exposition grounds, dur | On OF f proper method of installat 
ing which othcials of the exposition board opened all ot 


ee es a hd lis Recalls al ite ulation. tty FIND PLUMBERS GUILTY OF VIOLATING ANTI- 
members were taken bv automobile to Mt. Tom. Holvoke. TRUST LAW. 


a 


wher ] cane ’ : | ‘ em 
where 2 specia Mnchneo Was served | ( Sul 
House, over 1,300) teet poaove thie Surroundings country ; 
ryyy - ‘ . ‘ } } ( | 4 1 
ine atternoon was vive! up to divers amusements with 
{ ’ | { { { 
pientyv of attractions at the top of the mountatl ind at 
; . ot tram , ~ : ‘ ersleral ¢ 4 ; 
) : 1 1 1 R } . : 5 ‘ 
Mountain Park at the ast Several went to Northamp 
? ' ' 1 : 1 ° ; 11 ‘ ta i 
ton to be shown through the grounds ot Smith ¢ Lif ( 
‘ 
ri . j ‘ i 7 . 3 7 
ine return to Sprin che Vas mace in the Cat eve 
: 
1? 
) \ } t } 1} see. 4 | ? 1 1, 4 tf 
Tit ¥ { tive COIVCTILI 5 ( is {ji ( \\ a 
‘ ‘ ' 
. S| ‘ ’ : | | 
unanimous vote of thanks to the members ot the oe 
: _ ’ ” . 2 —— , ie . 
committee for the excellent way in which they provide 
iccommodations and entertainment tor the visiting men 
, ‘*% , 7 ' +, Af, } | +? ls - , \ 3 
bers The Springfield Board ot Trade, whose Conventio1 | VI Cite aa \\ 
> ‘ ‘ 7 ? ‘ q* 4  \te 7 ; ’ 7 ’ , ’ Ti ? 
Bureau did much to make the convention a success, als: ee 
7 , | 1 l¢ , thie iv} 1 | } 1] if 1T ¢ { 
received a vote ot thanks fhis concluding business perid i d 
' ‘ ’ ‘ { ‘ . | | 4 ' ‘ ‘ , 
brought to a close one of the most successtul and | eC lp ( 1 ¢ Moder ritimbing to ot tis 
ful 4 « } + | hy t a ’ the a mn1°97 +4 " r¢ | | ‘ ‘ ryt? ‘ ' ' +} . ‘7 ‘ 1] 
i] conventions in the NnIstoryvy OF The OFLVaniZatloO Co] ( 1] fall a 


The local committee of Springfield) master plumbers nt im the County ¢ rt Ede 
who so successfully arranged tor the accommodation an: 
entertainment of the visiting masters and their tamuli ve OLED PIA ED OO a 
consisted of Harry R. Lloyd, George HI]. MeClean and 
In The Western Massachusetts Committe: C 


Was composed ot Wi] a 5 land. rn: harles re _ 
Fe. Peck, of Greentield; W. H. Riley, of Northampton; IL. 1 tu ar ; 
\. Weston, of North Adams; Daniel | Farrell. of Pitt . i 
field: Arthur G. Porter, of Adams: James H. Trow, ot 


Salem; J. Preston, Perham, of Boston; EF. C. Kelly, o 


, ; ; : yhr ) Rent 
Roston; Charles B. Tucker, of Boston, and W. A. Brad John P. Conlon 


Fivnt Linco 





ee A en ae 


ford, of Quincy 


Vy ¢ i ’ 
DEPLORES LACK OF STANDARDIZATION IN out suet ie tnd te | 
PLUMBING IN GOVERNMENT BUILDINGS. siness in B | , 


Referring to the lack of standardization in the installa | 
tion of plumbing in United States Government buildings, | See gags oo 7 
W. ¢ Groeniger, president of the American Sociely of — 3 . _— eg | | | 
Sanitary Engineering, and State Inspector of Plumbing 1: a vee hie 4 . | at -_ 
MT vi I Cy Va , i ' rrr) 


Ohio, said recentls : | ee ee ; l age, wa n 


re . . ‘ . ‘ { i i t t T ‘ 1 ts) 
“There is a subject that [| believe should be given con eo 
; , ‘ , I ( Vit I l i 
siderable attention at this particular time. It appears tiat 


the United States Government through its supervising 


7 ‘ 
architect spends twelve millon dol 


: | 
' 
j i 


i: os tome i Shu Thomas J. Powers. 

construction of public buildings While in Wasningto fhomas J. Powers, who has conducted a 

on a visit, I made an investigation of the plumbinw that ness tor many years at 4002 West Madison Street, ¢ 
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high. It ic being arranced to suit-the particular 
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MASSACHUSETTS CHAPTER OF A. S. H. & V. E. 
TO OPEN SEASON. 


\I husett ( hapt t] \n ri SOc TEeETY 
Oo} | i I \ ! i? t*¢ it} i) ? cs +} if T 
eet for the mm will begin Tues 
a ( ‘ (octaohey 14) ( mee? . that ¢ cmt 
‘ ' if thy, { 47 ( | |? tc) i cl thre ~1 rec? 
will dé \utomat Per erature Control and Its Early 
ris. ? 1] trated \ | Vict \ 7 Boste ! 


NEW YORK CHAPTER OF A. S. H. & V. E. TO OPEN 
SEASON. 


, " . : . 
\t a recent meeting ot the oOthicers of the New York 


. - T ’ 
(hapter otf the \merican Society of Heating and Ven 
1 «+ 9 “ } S| : > 
tilatins Engineers, presided ovet vy President Arthur 
1) sey - : — — ’ mr. — 
iNnitter, pians Were rOoOTrmuliates Tart an active season dqdt.¢r- 
ng thie Comineye winter lf has heen arranved tO hold 


the first meeting in the Building Trades’ Club, Thirty- 


third Street, near Sixth Avenue, New York City, on Mon- 


dav, October 16th Members and their friends can make 
plans to have dinner at the club and the meeting will 
5 | . . ‘ ” . ° 
he called promptly at 8 o'clock Hereafter routine bust- 


1 e . ’ 
ness will Le attended to at Once, sO that trom - yt) o'clock 





the time will be entirely at the disposal of those who ad- 
dress the Chapter The first meeting will be a= social 
one and the principal entertainment will be a talk on 


, | . . ¢g . 
historical spots in tH L'nited States with Stereopticon 


ictures of hunting and tarn scenes and views of New 
York's picturesque spots. This meeting should be well 


attended by all the members in order that they may 


ecorrnie icquainted witl the plans ot the Chapter for the 


OCTOBER MEETING OF THE ILLINOIS CHAPTER 
OF THE A.S. H. & V. E. 


(On Monday eve ning. October Oth, at 6:30 p. m., the I[]li- 
nois Chapter of the American Society of Heatine and 


Ventilating Engineers will resume its regular monthly 


meetings at the Morrison Hotel, Chicago. A dinner will 
precede the regular business of the meeting, which will 
he largely devoted to the annual election otf officers 
Secretary W. L. Bronauech desires that all members of 
the chapter attend this meetin 


DETAILS OF PLAY AT THE MEET OF THE 
WESTERN TRADE GOLF ASSOCIATION. 


\rranvements have’ heen completed for the (October 


tournament of the Western Trade Golf Association. which 


is to be held at the Calumet Country Club on Wednesday, 
October 11th 

The events scheduled for the morning will consist of a 
nine-hole qualitving round, to count on the season’s aver- 
uve low qualifying score cup, and it will also serve as 
hasis tor the afternoon flights \n approaching and put 


ting contest for the P. L. McLain trophy will be held on 
COMPpPleEt.IoONn oF} the WwWIIE hole round 


In the afternoon in addition to the low net score for the 
\sso lation Clu} thers will he the following contests: 


\] | ] *" 
latch play handicap (full) 


against bovgev: prize to best 


match play in each foursome. Combined with the above 


events there will be a special contest for the Morgan 
blatchtord prize at 18 holes medal play, full handicap, 
blind low net, to be drawn by lot between 70 and 95. Both 
morning and afternoon scores will count on the Season's 
(hoice-Score cup. 

\ll score cards, plainly marked, are to be turned in im- 
mediately on completion of morning and aftcrnoon 


rounds 


PUBLIC COMFORT STATION MOVEMENT 
GAINING IMPETUS. 


The Public Comfort Station Bureau of the National 
Committee of the Confederated Supply Associations is to 
be congratulated on the support being given to the move- 
ment by various associations throughout the country. 
That the constructive work being done by the Bureau 


will be productive of substantial results there can be no 


doubt \mongy the latest sso itions to lend a { this r . tine é takes f - t 
movement is the American Automobile Association, which again bringing to the attentio1 t the carriers at st 
at a meeting of its board of directors, held in New York pers the necessity for close supervisiot f 4 er 
City, Kriday, September 2Oth. adopted the tollowinge reso- Ot | (ill unload and movil tf cars se is | Se 
lution, which 1s self-explanatory the tullest possible use of available equipms 

“Whereas, there has been organized under the a IspIces Shay pers should endeavor tr ser , thy, ene t at 
of the National Committee of the Contederated Supply full loadine of cars. and consiyenees thetr prompt unloa 
Associations, a Bureau designated as the Public Comtort inv and release 
Station Bureau, the purpose of which ts the promotion The commission feels justiti 

¢ shy] ' nen +- --> }y] ¢ +} , triactim?y Caneel — ; Sn ot - «sf 11 
of public sentiment favorable to the construction of pub and sipnees it ey « not ; 4 Pa 
lic comfort stations throughout the land, and particularls purposes, but should endeavor to relea thes prompt 
along the lines of travel used by the large number ot lv as pos le, and not avail themselyv ft] es 
people who tour in motor vehicles, and in the execution of tree time provided by the tarif 
of their purpose have placed said Bureau under the di (Carriers sl dal ake every ende . 
rection of J. J. Cosgrove, a sanitary engineer and writer delays and expedite the movement of. shin: 


of national reputation, and whereas, the carrying ou of should | romiptly returned . the home line mipal 


, . : , ‘ . . ‘ . | 
the purpose of said Bureau would be so manitestly bene- t de nd ¢ en 
. ] - | - + ‘ ' , ‘ | | 
ficial to motorists and travelers, theretore be it te peratl / i! i! 
as Ce SOLVE? : ¢ commend the action ot the Natio! | al Tato) All Tile CaATTICTS an Lied (ste T T ¢ rite gt 
‘ rs | ‘ i A j c*t 
. . - e ; j . . : : , er } »f 4} lat , , j ‘ P 
Committee of the Contederated Supply \ssociation and tha hiVS a Osst lent f | t 
. ‘ ' | 7 ’ 
recommend to the clubs in our membership that they c Ca OSS ) , 
per ith . My be miort St Purean om he 
operate with the Praabli oOmtrot station Mureall 1 tine see esse 
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encouragement of the erection ot such stations 


. . ; 4 ant - ‘ 
communities in which thev live. and particularly at su 
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pomts as will be most ltikelv to accommodate the tour OT sonal — fren em > > 
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ing public. —~ 
2 = . =, 
“Resolved further. that the president be authorized to —_— 
appoint a committee of five to represent this association On 10n 
ee > 
; : . ' . 
im vIivinY said Parb tre ( omtort station Pureau sucn aid +) Eee. . on 
1 ] 9 
and encouragement as they shall think proper Walter T. Knhler narecidont af +! 1] 
,a \ CT, Preside ti } he { 
7 oe | ‘ * 
icy \\ a the honor otf mtros ‘ ( ; | 
~ “™ “ ‘% " 
NO FREIGHT ALLOWANCE ON DIRECT RANGE icles Bi eB 
BOILER SHIPMENTS. sainiaan dient Wk. Mable es. a, oem 
] ’ 
. 2. 2 
Following the thorough discussion of the matter ol fomem tine deems 
freight allowance on direct shipments, at the summer the Standard Pump & Engine ( 
meeting of the Eastern Supply Association and the sub- is at present spend et , 
sequent efforts of the Association, the manutacturers ot nany’s branches and avenciec thronchnia 
valvaniz.d range boilers have decided to eliminate tre rohit ’ 
| ~ brary erher manufactures went 
allowar-e on direct shipments to jobbers’ customers ltie Dp ot 
, ; ?, ‘ un Phi ) | Miakt 
following resolution was adopted by the Range Borler elke 6] ' 
) a ‘ ‘ rE WW l i¢ } ( Dect. 
Ii xchange On September 15th ' 
(uri Ihe latter part of the coma vee] 
le reas, we, the MAnuUrAaC Uurers (> ranve powers, nave- . : ; 
ing always recognized the tact that our customers 1n- they] , | 
' ‘% ) Via ¢’*? { ‘ : T e*¢} ? { 
terests are largely our own, and, \ 
- (7 Licoprie i ; ( dbeotolher Py (i. ¢ t, ‘ 
“Whereas, the elimination of all freight allowance on ea YD ' : 
a ‘ (| an rece Ti trv cy? tie ’ i ty 
direct shipments to 1ohbers customers seems cle sirable ( 
ih ¢ \ 
and to the best interest of the trade generally 
. rs : ! ' Ar st 
wT , co i Mra Lore maward ane Woilfre 
Phere rore, Re It Resolve d, that if 1s the sense of this : xh 
° ° . - . ‘ ‘ t i’ ¢ { i bi CT (© | { hica () ( ‘ 
meeting that in future no freight allowance be made on 
: - ' Viti t r \} re? ‘ ( ptt NI} ( ; { ] y . 4 ‘ 
goods shipped direct to jobbers’ customers, and be it ftur- ” O. LD 
two COVeETINY ( | Ca () territory wh ir ‘ ‘ | ‘ 1 
ther : 
4 1 . rentieman 38 Calli ) the trade orthe 
Resolved, that this act become effective immediately, 
’ P : . ~ ‘ ate , al | | - ' Por T = | 1 ‘ . 1, ' t) 7 
and that the secretary oO! the k¥xchange he instructed to (al int W hit le Cy, ; i | pecialty i ’ 
P e . , ctr ° fie hie \ 971 r ') iJ ae ® in @ 
notify the secretaries of the Eastern Supply Association Onstrator for tl \merican ikadiator Co., Chicago, t 
; : ; ve triers he + MMe Te oe , ’ | Bes . | | t 4 41 
ind the Central Supply Association accordingly. uring the ‘ 7 ‘ture Control line Had Cry er ' 
of the « nid omed the ale tnizatie f 


PRESIDENT L. O. KOVEN CALLS ATTENTION TO Strong, Carlisle & Hammond Co., of PI 
CAR SHORTAGE. | H. Drurv. of the show-room department of ¢) 


President L. O. Koven, of the Eastern Supply Asso- some album of views of the dune count? 


ciation, has directed the attention of members of this ndiana, where he maintains a summer cott 


organization to the following letter from the Interstate vlad to s mw these Iews to 
{(ommerce Commission, signed by George B. McGuinty, others in the trade who call at. the root Vi 
Secretary ° Drury a1) ‘ mths Str Supporter yf tli, ; 4 ‘ 
**R : , 1 - . 1 1 . . . , ‘ 2 — , 
teports are being received by the commission indicat- Wiea tor the dunes fie States that Senator | 
¢ that a ‘car shortage’ is again threatened, caused 1n Indiana has just introduced a bill which 1 efore ft] 
part by the heavy movernents of grain at this season ot Senate, 1n which 1t 1s proposed to 


1 aie ‘ 
tne Vedar. HW—wshn a park 1n tnNnat section of the country 
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FARNSWORTH CONDENSER LIFTING TRAP. inches in size, and the last fifty pages in the book con- 


THE HOUGHTON THERM VALVE. 
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Seventh Street, New York Cit : has 


logue entit 
describing 
its line oft 
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' 
tanks, CLC 





tain a large amount of heating information on how to 


it the a , illustration will give the connect boilers and radiators: how to install direct and 

in| cl iea ¢ t ippearance and construsé indirect heating Systems, etc Hieating contractors, who 

la lifting trap, manuta have not yet received this catalogue, can obtain it from 
al Mi (o., of 65 Beverly Street the above-named company upon request. 


vacuum and pump- THE WM. H. PAGE BOILER CO’S NEW 
CATALOGUE. 


The Wm. H. Page Boiler Co., of 141-145 West Thirty- 


xth Street, New York City, has issued a new catalogue, 


A ie a eR 


illustrating and describing its “Volunteer” and “Monarch” 
steam and hot water heating boilers and specialties. The 
catalogue is copiously illustrated, contains 80 pages, 4%4 

i inches in size, and can be obtained from the above- 


ed company pon request, mentioning “Domestic En- 


NEW CATALOGUE OF D-I SPECIALTIES. 


{ { Shipp & ©Co., of Indianapolis, Ind., have just issued 


new catalogue of their direct-indirect heatine and ven- 


tilating systems for schools, hospitals and other public 
in introducing it to the trade uildings Phe catalogue ts illustrated, and gives instruc- 
oul af rect tion concerning the installation of the “D-I” specialties. 
:, , mtn nlers nder high or low Interested Parties Can obtain this catalogue from the 
, al and elimi ibove-named company upon request, mentioning “Domes- 
it ind requires no hengincering 
, oxes and has : 
' irts inside of the tank, THE “EXCELLO” CLOSET SEAT. 
t l'arties i 

I] particulars from the [he accompanying cut illustrates the “Excello” closet 
ect mentioning va seat, manutactured by C.F. ¢ hurch Mtg Co., of Holyoke, 


Mass This seat 
1s covered with 
genuine sheet py- 
ralin with no ex- 


posed metal. This 





1 1 Se ii Vie 
y | | lLlouvhtor covering looks 
& Cc, § Third and like porcelain and 
: . erset Streets can be washed 
ladelphia. Pa. It like china with 
lescri this valve soap and water 
t hh manttacturers without splitting, 
state that it has no | chipping, crack- 
wate reservoir and ing or flaking. the manufacturers claim. A glance at the 
there is therefore no llustration will give the reader a pretty clear idea of its 
liahilitv of clogging appearance, but parties who are not acquainted with it can 
1 this valve It secure full information from the above-named company 

loses against pres upon request, mentioning “Domestic Engineering.” 

sure it the inlet ol 
the case and 1s de CONTRACTS RECENTLY AWARDED. 


il to insure the least possible accumulation of Laurium, Mich.—William Kelley, of this city, has se- 

manufacturers have recently published a bulle- cured the contract for the installation of a new heating 

scribing and illustrating this valve in minute system in the Central Hotel, at Calumet, Mich 

they will be glad to send this to interested Pekin. I11.—The lucas Plumbing Co. has been awarded 
-egiest, mentioning “Domestic Engineer- the contract for the installation of up-to-date plumbing 


in G. A. Kuhl’s new residence. on South Fifth Street. 


La Salle, Ill—Hynds & Curtin have been awarded the 


FITTER’S “SUNBEAM” COMPANION. contract for the installation of plumbing and heating sys- 
tems in the new Slavonian Hall in this city. The con- 

Mott Iron Works, ot fFitth Avenue ana tract amounts to $3,529. 

just issued a cata- Hastings, Neb.—H. H. Lembke is remodeling the plumb- 

and ing and heating systems in J. R. Hellman’s residence. 


in detail the company’s “Sunbeam” boilers and Mr. Lembke also has secured the contract for the in- 


led “The Fitter’s Companion,” illustrating 


stallation of an up-to-date plumbing system in John Wood- 


o 


radiators, radiator valves, hot water storage 
ts of 160 pages, 4 by 7 vard’s residence, at Ayr. 


The catalogue consis 


‘See 
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Steel and Iron. Spelter. 
Buving of cars furnished the leading teature ot the ste VETO ‘ li Opel 
market last week, Railroads have come nto the market Shaw til, ¢ LtIS¢ ot a better demand 
rOrT equipment, having decided tO pay the prevailing high Dealer iT t the opinion that spel yal 
prices, as indications do not point to any contraction 1M substantial advance as a result ot the heay 
the steel values for some time to come. Orders tor toh iKeTs Prim \ v 
cars and for 11 locomotives were placed, while new 1 ts, I He cents, > 
quiries for 6,000 cars and 40 locomotives were noted. The Lead. 
buying of equipment by railroads is regarded as anothet The market held strong last | ” 
milestone in the general acceptance of the beliet that an ontributine most of the business. althouc! sites 
early termination of the activity in steel is likely Ship- mand was of Hod prope ie ic 
builders were in the market for plates, but it 1s asserted re done for export. Cat ' | 
that new business in this direction will be held up ti] Oe fr 
naval work is awarded in November Plate makers ar oht ) ; ‘ 
booked full over the first halt of 1917, and business tor ince im the price COK 
early delivery has been done as high as 4 cents, mill. The t+ 715 cent wiett. tne foie asi 
leading makers of structural shapes advanced their prices ) 
to 2.70 cents, mill, for ordinary delivery, a development that Old Metals 
is expected to cause builders to act more hastily in closing Selling prices for old metals at 1, 
contracts. The active buying of steel making grades, both | 
in basic and bessemer iron, continues. Jasic iron ad (‘opper. heavy cut and et ' ) ' 
vanced to $19. vallev. and bessemer to $22, valley The (“oy he: ind owire ‘ 
Lukens Iron & Steel Co. completed its purchases of basic, Copper t ane ttor ' 
taking 56.000 tons, of which 40,000 tons will come trom ak et Ci OSit r() or 
Northern furnaces, and the balance from Alabama makers, Bras hea 
the entire Northern business being done at an average Brass, light ' 
price of $20, delivered, and the Southern iron at $19.75, de- No. 1 clean brass turt ' 
livered. A general stiffening of prices on foundry grades No. 1 campeosition tur 
took place last week with an increased amount of business c] ind faucets 
done. Ohio makers advanced No. 2 X to minimum ot der joints 
S10, with some makers out of the market even at that ar ti) Tite 
price. Valley furnaces advanced No. 2 X to $19, furnace, ear 
while eastern Pennsylvania makers are up to $19.50, fur r lead 
nace \t Buffalo $19.50 represents the mintmum, with ) 
some makers asking $20 
No. 2 X Northern furnace, New York $19.50 to $20.00 GOVERNMENT CONTRACTS TO BE AWARDED. 
No. 2 X Northern furnace Buffalo 1900 to 19.50 
No. 2 X Southern foundry, Birmingham I4.50to 15.00 weenie, Lhdenee? ¥ {VWs ) 
No. 2 X Southern foundry Cuincinnatt I7.40to 17.90 lenartment. Washinet ry ¢ to? 
No. 2 Southern Ohio Coke, Cincinnati 7.75to 18.00 on ae eee 
No. 2 Northern foundry. Chicago IS.00 to 18.50 | iat 2» « Ticieles Sh ted ; 
Copper. complete, including plumbis r ti] ) 
Domestic consumers absorbed copper extensively last of the United States PpOsTtoOnCce it Purlinet , N\ 
week, Sales amounted to almost 75.000 000 pounds for Until 3 p. m.. October 1. 1916. tor the « 1) 
delivery in the first quarter of next year. During Sep- complete, including plumbing, heat ind ventilati 
tember producers took orders for copper to the stupendous the United States postoffice at Woodbury. N 
total of 650,000,000 pounds. The sale of this amount of Until 3 p. m., November 13, 1916, for the install 
copper for delivery in the first half of 1917 means that. out of plumbing and heating systems, in the 1 
of the estimated production of 1,000,000,000 pounds in that postothce and court house if toirmiut ! la 
period, producers have already sold 65 per cent, With C'ntil » i November lf) 1OT6 tor thre Co ty 
domestic business pouring in, it is now a general belief that complete, including plumbing, heati nd ventilati 
producers will have sold over 80 per cent of the first half the United States postoffice, at Wenatchee Va 
output before the end of November. Demand is in excess Until 3 p. m November 14. 191 tor the co f 
of production. Refinery output will not go beyond 165, complete, including plumbing, heating and ventilation. of 
000,000 pounds. Prices advanced as a result of the Allied the United States postoftice t Med | 
order. Electrolytic, for first quarter delivery, advanced to ['ntil 3 p. m., November 21, 1916, r 
27'% cents while for second quarter the prevailing price complete, including plumbing, heating an “) 
was 27 cents. the United States postoftice, at Rov 
Tin. Plans and specifications may be ol 
Tin improved, both in demand and price, last week todians of the different sites or at tl tt 


Domestic consumers came into the market for require- 


VISINY Architect in Washinetor 
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heen awarded to the Wheeler-Blaneyv Co., of Kalamazoo, 
at a price around $35,000 

Master piumbers and steamlitters of Petrort have mMmo- 
torized their delivery facilities. It is seldom that you can 
see on the streets of the citv a horse and wagon in 
service of the plumbing Industry, motor cars and coin- 


mercial trucks being used almost exclusively 


Missouri 





St. Louis and Vicinity. 
\ movement to give Missour: a plumbing code has 
been started by A. A. Zertanna, president ot the Muissourt 
\ssociation of Master Plumbers. lor the past tive weeks 
Mr. Zertanna and a committee appointed by him, con- 
sisting of William M. Daly, of Kirkwood; W. I. Clamp, 
of Webster Groves; L. McNamara, William Ryffel and 
F. J. Praechter, of St. Louis, have been at work on a 
code to be submitted to the next session of the Mussoutt 
legislature for passage It will be completed in a tew 
days, when it will be submitted to attorneys to inake 
sure that it 1s in legal shape, and will then be made ready 
for introduction in the Legislature. The State at present 
has no code. There is a plumbing law which authorizes 
towns of 5,000 inhabitants and over to pass ordinances for 
the regulation of plumbing but there is nothing obligatory 
about it The proposed code will require that existinz 
ordinances be amended to conform to it, and that in 
places where there are no plumbing ordinances these shail 
be passed. In the smaller places where there are no city 
councils to pass ordinances and therefore no city in- 
spectors, the plumbing will be looked after by a State 
inspector appointed by the Governor. The principal pro- 
visions of the ordinance relate to the standardization ot 
plumbing and ventilating systems, especially of school 
buildings and factories. Mr. Zertanna declares that the 
code is not drawn for the benefit of the plumbcr, ex- 
cept to the extent that regulation sood for all plumb- 
ers in the long run, but for the benefit of the public, 
by protecting all builders from the haphazard methods 
now in vogue and by enabling them to get full value for 
the money they put into plumbing. Mr. Zertanna says 
he has received encouragement from members of the Leg- 
islature and is confident that the bill will pass. The 


initiative in the matter has been taken by Mr. Zertanna. 
oe oA Se Ke ae 


Minnesota 


LS SE ee i oe 





St. Paul and Vicinity. 

Plumbers’ license plans always are of interest and 
ofttimes of concern to master plumbers. Therefore, the 
suggestion of Herman Nelson, chief plumbing inspector 
in St. Paul, Minn., 1s worthy of mention. 

\ new building code is being formulated for submis- 
sion to the St. Paul city council, and Mr. Nelson and 
others advocate the inclusion in it of a provision for a 
plumbers’ license fee of $300 a year with a $100 fee for 
renewals. 

Minneapolis recently attempted to increase the revenue 
of the plumbing department by a provision for establish- 
ing a flat license rate of $300 a year, but this ordinance 
was rejected Instead a plan was adopted whereby the 
plumber pays what may be called a fixture fee. Reference 
to this plan already has been made in these columns. 


The present master plumbers’ fee in St. Paul is $1 a 
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on — is Other Cities in the State. 
Y k FKdward Goetz, of 213 South Pearl Street, Albany, wiil do 
O W QO '* the plumbing work in a new re sidence for ‘ has I Schiffer- 


New York City and Vici 











nity. 
| | | _ . ‘ 
‘ tne piumoine work in anew residence im course 


" " , fract , ‘ 
M FP. HBingha Or NEw } ' Vill eres a new $200,000 ' . 
i agian | aetiRitstiiitin Willie f construction on Linwood Avenue, for W. A. Kraus. 
ence ol astern PB eval he architects are Walker 
f ’ v¥ . " t\ = ! | ’ ‘ 5 | 41 ‘ . b< - v. , : 
' , ' P. VW hneider will install the steam heating in Edwara 
pi i j ai i ’ ¢*¢ 
7-2 +9 ae ie, Lloyd's new residence on Greenwood Court, Ithaca. 
Vv. FF. Bernesser f the ronx, will install the plumbing 
. The Swinton (C: f Port Tervis. will do the plumbing. 
if ‘ ‘ | +E , if | ‘ il , ‘ ‘ i 


group of new farm build- 


eS : 
eating and electrical work in a 


ings on William Ross Proctor’s estate at Barryville. 


\ | : ’ ‘tv -1 } see . » . : - 
} e¢ , ‘ (; 1 Cotto \\ alc] Ww. >t Pear Talo, a> secured the contract ror 
: Ine and neatine mn a new Store and apartment build- 
i ‘ 
" ' cy OT) \mberst Street 
\ i f { f ; ist ] ty-lirst otreet Ma 
rye , - ve ' | ' ‘ oe - 4 
' , ; , Lye] The Matthews Plumbing & Heating of Niagara Falls, 
i | fia ‘ \ 
? . , ' ‘ . . 
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> tf } ’ ‘ c } ; 
: | 
4 ‘ ‘ Als ittat arell thie dence on Ry er street, in that cit 
. . . : ‘ . -_ . " . ‘ ‘ . ~ ‘ . . g 9 ° ‘ 
- ; . EF. Cahill, of 513 Charlotte Street, Utica, will do the 
; ’ ’ ’ j ts ’ Pigst) 


} | . . ° 
plumbing work in a new dwelling at 1326 Mary Street. 


| 
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(rane & Pave. of 121 Court Street. Binghamton. have the 


contract tor heating work in two new apartment butidings for 


rae Runvon & Ogden, of 34 Commonwealth Avenue, Bingham- 


ton. will install the heating svstem in A. L. Willey’s new 


2 ’ i i 
; ’ pif ~ lou 
| the plumbing and heat ; K 
oS 4 H. O'Dell, of Rvye, will install the heating and plumbing 
i ‘ \\ ‘ j ‘ ir]  Lree i i | i] ‘ ‘ 
\ ystems In a new $15,000 residence tor Seavey Battelle. 
+] g. 1 South Sixth Avenue. Mt. \ Darling & Martin. of 43 Rathbun Avenue. White Plains, 
' ‘ ) | \ I i 
' . { — b ated has the contract for the installation of plumbing and _ heat- 
f i r«) Catliny ete | 11 ] 
, — for Cha \ m ing systems in the new Columbus Hotel at Depot Square. 
; ‘ ? rile it) - it’ i 
ae 00 1] ted at Iclin. I Jas. Hunter Heating & Contracting Co., of Albany, is in- 
; ’ ll be erected at 
a oa ' ' Nise Woe ' stalling a hot water heating svstem in the Fourth Precinct 
; " , ' ) ; t " i { > . ’ 
hice Stati im tnat city 
——_ lohn Neil, of 123 Northern Boulevard, Albany, has secured 
i } ‘ i \ Ty WV 1] Tre , j 1} . . ‘ 1 ' ° I> > , 
i ) th ntract for the heating work in John F. Brady’s new 
>» D790) } reves ‘ if] ¢ ‘7 a ? “> f tye"? - ‘ , 
\ ‘ | i! ¢ ] West Street 
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. Dooher & Seevar, of 618 Niagara Street, Niagara Falls, 
. LEmeLeLe, A | e ere Ter it | ] . : . ; : 5 ‘ . 
) ? | have the contract for the installation of a heating system in 
T f “fr vi i 


Robert Dett’s new hotel at Main and Fall Streets. 


Fugene Mever. | 2 is about to build a new $200,000 resi- 


‘ » + » } ’ ’ ‘ ’ If ] | ] } i t secure , , \ , ' . 
dence at Mt. Kiseo. Charles A. Platt. of 101 Park Avenue, 
tive ‘ ; ct . + ‘ ’ : ae " ’ icf nee and uy ra ; ena 


edward Towe. of 32 Oak Street, Re hester, has secured 


the contract for the plumbing and heating work in a new 


_— . apartment building at Park Avenue and [Taraday Street. 
| hie te isle reatin: ' 7 New York has se ured thre . O59 ) : 
, . IcGhn Mosner, 623 West Brighton Avenue, Syracuse, has se- 
hie tse ntr ‘ 7 | } > : [ 2s ‘ tor | mi ’ 'T) ‘ r) . 2 ; : . 
a cured the contract for the steam heating work in a new gar- 
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ave for the Stowell Motor Co. 
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‘ i Ketcham. of Babvlon, I nas the heating contract 
« 7 
for Merideth Hare new $100,000 residence at Huntingt 


ms Kneher. of Bayside. L. [. will 
the new residence and garage of Daniel Combs at Douglas 
ton 

\. H. Karl, of 443 ist Third Street, Mt. Vernon, has 
secured the contract for heating in a new residence on Hutch 
inson Boulevard 

Hi. Lanoke, of 379 East 145th Street, Bronx, 1s installing 
the plumbing in a new store building at Third Avenue and 


146th Street 





Plans are in progress at the office of Architect W. W. 

R +] f om. hifth A Manhattan. for v $800 Mrs. @. A. Geoghegan, J. Rarnam, Mrs. Jos. Geoghegan and 

»POSWO il { i 1itil Vetii : ‘ ATI: all ) ‘ oe » De = . o ™ , *: . ‘é . ~ . . 
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000 store and loft building to be erected at 20-24 Dey street ing’’ Photo, Taken at a Recent Golf Tournament 
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Philadelphia and Vicinity. 


B. Landau. of 216 North Fourth Street, has been 


awarded the contract to install new plumbing in the 


| ansdowne apartment house, 41st Street and Parkside 
Avenue. He also has the contract for installing plumb- 
ing in thirteen new houses on the Boulevard. 

Fred Sabin & Co., of Broad Street, have been awarded 
the contract to install the heating svstem in a property 
at 50 North Paxson Street, for H. C. Cox. Consideration 
$575. 

Geo. J. Kelly, of 23rd and Pine Streets, has been 
awarded the contract for the installation of plumbing and 
heating systems in the new apartment house at 34th and 
,aring Streets. 

Acetylene Gas & Construction Co. has been awarded 
the contract for the installation of heating and plumbing 
in the property of J. S. Ivins Sons, at 642-646 North 
16th Street. Consideration $1.500. 

Davidson Heating Co. has been awarded the contract 
for the installation of a heating system in the property 
at 4367 Germantown Avenue, for John Greenaway 

Geo. W. Wismer, of 523 North 40th Street, has been 
n Little- 


— « 


awarded the contract to install new plumbing 
ton’s restaurant on Lancaster Avenue 

Wm. R. Gorgas, of 1911 Susquehanna Avenue, has 
taken over the business of Gorgas & Runyeon and will 
continue it at the address mentioned. 

T. F. Kemm, of 6213 Clearview Avenue, Germantown, 
is doing considerable plumbing work in an apattment 
house at 41st Street and Girard Avenue. 

Jos. Scholl, of 2712 Girard Avenue, has been awarded 
the contract to install new plumbing in the Bergner & 
Engel Brewery. 

M. Rufe, of Doylestown, is doing quite a lot of plumb- 
ing work in the buildings of the National Farm School. 

J. & D. Oliver, of Chester, have been awarded the 
plumbing contract for the new office building, which is 
being erected on Main Street, in. that city. 


[ New Jersey 


Newark and Vicinity. 
Walter A. Grub & Bro., of Newark, have the contract for 
plumbing and heating in John C. Cory’s new residence on 








Ridge Street. 

Edwin Sternkopf, of 45 Pacific Street, Newark, will in- 
stall the plumbing and heating systems in the Hensler brew- 
ing Co.’s addition. 

Peter Germann, 27 Twenty-second Street, Irvington, has 
secured the contract for the heating work in a new residcnce 
for Clarence Sidner on Sanford Avenue. 

Bedford & Bederski have opened a new plumbing and 
heating establishment at 550 Central Avenue, Newark 
The firm is composed of James Bedford and John Beder- 
ski, both connected with the trade in Newark for several 
years. 

James F. Kelley, of 126 South Fourteenth Street, Newark. 
has been awarded the contract for the installation of a heat- 
ing system in a new store building at Central Avenue, near 
Clinton Street, for W. R. Trippe. 

August J. Bauer, of 180 Badger Avenue, Newark, has se- 
cured the contract for the plumbing and heating work in a 
new dwelling in Milburn tor Emma W. Baker. 

Geo. J. Oife, Jr., of Riverside, has a contract for install- 


ing plumbing systems in four new houses in Delanco. 


ENGINEERING 


+ 








Join the Ranks 


, , r> tay 
Hi riclt } f Vin Stet i . 


sta ne 


HOF FNAN 


} iley | P lifferer e in ¢ =} ct 





: 
Pie Tel 


THE HOFFMAN 
HEATER CO. 


LORAIN - - OHIO 





























Fully Guaranteed 


We make strong claims 
for the 


Engel Ball Cock 


because it has been giving 
absolute satisfaction in actual 
service for the past ten years. 

Works equally well on high 
or low pressures. a 

Only ball cock with adjust- 
able re-fill tube. 

Seat projects into top of 
valve in such » manner as to 
assure positive augnment and 
perfect seating of piston. 





Made of highest grade metal 
with hardware bronze seat. 

Write for circular and 
prices. 





The Engel Manufacturing Co. 


Syracuse, N. Y. 
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- ns Round Cities in the State. 

Russell Siphon Air George S. O'Neil, of 41 Bridge Street, Paterson, will in 
stall plumbing iad ‘Soutien systems in a nev ‘sidence for 

and Vacuum Valve a ee cine | 





Joh Van) tolarca at Hawthorne 
fon ol radiat r not as well | aad { ler i] It) \I nroe Street. Passaic, has secured 
: the contract tor plumbing and heating work in a new garage 
y automatic. 
‘ 3 if 1.54 ” Mi 117} \ el 
a if 
ur and prevents its return. lf'rank Ackerman, of Hackensack, will install the plumbing 
team or water ind heatine work |. Bertholt’s garage addition on Lanta 
est ialit team metal }?] 
’ 
11Z7¢ \ 1] outlive the pe : - 
Wilham H. Moore, ot Ridgewood, has the contract for the 
for kree Sample plumbing and heating work in a new $7,000 residence for 
Mrs. Florence K. Maso n South Irving Street. 
W. A. Russell & Company llardiman & Gabler, 206 Chestnut Street, Roselle, wall in- 
63 W. 37th Street stall the plumbing and heating systems in two new residences 
New York City on Hillside J " r oH. Peterson 





W. |. Schnepp. f Ridvetield Park. will install the heat- 


ny iT ( a) im! iw ystems 1) H. Kassakian’s new residen ms 


| es (. Hoffmever & Son, of 529 Clinton Avenue, West Hoboken, 
; “Quik - pe” will install plumbing and heating systems in Dr. E. K. 


on] raphagen Street 


Compression Goods Thomas Will aft Ridvetield 








Park. will install the heat- 


' TT i LTS } \ et c" jf 
Most reliable line on the market. 1 as —— _ =e 
Opens exac t ing system in anew dwelling for Peter Nelson. 
ly on. 1-4 W. J. Frank & Co., of Elizabeth, will do the plumbing and 
turn. Posi- a 


heating work in the new 3. P. ©. E. club house addition on 
Weest! eld Avenue 


rT. J. Nolan, Ine., of Passaic, has secured the contract for 


tive action. 
Valve can't work open and leak 
The improved stuffing box does 
the trick. 
Made of red metal Incomparable 
finish. Triple nickel plated 

Look for the Trade Mark. 

Write for latest Catalog 






the plumbing work in the new high school and auditorium 





Made ex lusivel { harle . Hurley. ot itth \venue, \shurv Park. wll do 


by 
THE HAYDENVILLE COMPANY 
Haydenville, Mass. New York City 
Established 1845 
Makers of Fine Brass Goods 


the plum WY and heating in thre new ¢ arnegie library at Avon. 


Oliver-Drake Co. of 78 Park Place. Morristown. will do 





the plumbing in the new Protestant Episcopal Church of the 
Redeemer .on South Street. Morristown. Child & Scott Co.. 














of New York. has secured the heating contract. 
Willam A. Snudden. 4 Harrison Street. Morristown. will 


SOMETHING ENTIRELY NEW IN install a steam heatit yy system in © Bb. Smith’s estate farm 


buildings in Morristown 


PFhomas A. Douglass, of Milburn, will do the heating work 
in FF. V. Skiff’s residence addition at Short Hulls. 

Semi-Finished, Pol- 

ished aluminum 

wheel Style N. 

Style O—Heavy 
rough pattern built 

for service. 








S. S. Greenwood, of Paterson, has secured the contract for 
the plumbing and heating in Mrs. David Demarest’s new 
$10,000 residence on Derrom Avenue 

The Riverside Plumbing & Heating Co., of Paterson, will 
install the plumbing system in the DeGrado Silk Finishing & 
Dyeing Co.s new plant. 


larry J. Weingarten, of Verona, has the heating work in 





anew residence tor Ww. (;. Shelker at Caldwell. 
STYLE N Both shown in Catalog D. STYLE O \. ¢ \nderson & Co., of Perth Amboy, are installing 


KINSEY &@ MAHLER CO. PEORIA ILL. plumbing and heating systems in a four-story business 


block mn that city 


























Little Giant Expansion Screw Sleeve 











Renendion: headin at first turn of screw, and is 
even and uniform entire length of sleeve. 
Does not require pipe sleeve or wedge nut. 
Write for prices. 


STANNARD MFG. CO. Springfield, Mass. 





Some of the Ladies Attending the Recent Outing of the Master 
Plumbers’ Association of Bavonne, N. J. 
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Cincinnati and Vicinity. 

The slump in building in Cincinnati during September 
was indicated in the report of the building commissioner's 
office covering the month’s permits, which showed a tall 
ing off, as compared with September, 1915, although the 
amount received for license fees was larger, on account 
of the increased charges. The total number of permits 
granted was 1,260. as against 1,303 last vear, and the 
estimated cost of the improvements was $847,515, as com- 
pared with $1,264,444 1n 1915. The feeling among the 
building trades 1s now more optimistic than it was dur- 
ing the greater part of September, however, and if any 
of the several large jobs now under consideration get to 
the permit stage during October chances are that the 
current month will show up well compared with October, 
1Q15. 

Business Manager Charles Handman, of the Cincinnati 
Board of Education, has applied for a permit for an addi 
tion and remodeling work at the McKinley school. The 
plans call for four additional class rooms, besides other 


work, and the total cost will be around $50,000. \ con 


siderable amount of plumbing and heating work is in- 
volved in the job. 

The Board ot Education of Covington, Ky., has award- 
ed the contract for heating and ventilating the proposed 
new high school building to the American Heating & 
Ventilating Co., of Toledo, O., on its bid of $31,925. 

The Canton board of health has decided to charve a fee 
for the issue of plumbing permits, although heretofore 
this has not been done. The board needs the additional 
revenue, however, and has therefore settled upon a fee of 
50 cents tor each permit, as a minimum, with an additional 
charge of 25 cents for each trap roughed in, up to ten, and 
10 cents for each fixture over ten \s more than 1,200 
permits were issued in the first nine months for plumb- 
ing, it 1s estimated that at an average of $1.50 for each 
‘owt the revenue for the year will be about $3,000, The 
proceeds will be used in the work of the board of health, 
if the action proposed is taken. 

Charles E. Kidenour & Co., of Springfield, have re- 
ceived the contract for plumbing and heating in the old 
tricycle plant which ts being remodeled tor the Steel 
Products kngineeriny C oO, 

Plumbing Inspector Charles Cavenaugh, of Springfield, 
has filed his report for the month of August, showing 
that he made 226 final inspections and collected $193.70 
in fees. Seventy-seven old buildings and 44 new ones 
were connected to the city’s sewer system, according to 
Mr. Cavenaugh. 

The conditions of the heating and ventilating system 
in the children’s home, at New Lexington, has become 
so bad that D. M. Rusk, deputy state building inspector, 
has recommended that it be closed, unless extensive re- 
pairs can be made. <A new building will probably be 
erected eventually, and in the meantime it is possible 
that the inmates of the home will have to be distributed 
among neighboring institutions. 

A $40.000 school will be erected at Somerset, with the 
proceeds of a bond issue of $40,000 which has been ap- 
proved by vote of the citizens of the town. 

The board of education of Massillon 1s contemplating 
the construction of a new 10-room school to relieve con- 
gestion in other buildings, and 1s considering immediate 


action, on the recommendation of the superintendent. 
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A HOT SUBJECT 


Traps th: are dependable,—you want 
that kind, ~ course, don’t you? Some- 
thing to keep the home clean and the 
office wholesome and the laboratory 
right. 

That is what the Clean Sweep Trap 
does. 

They are made to resist chemical ac- 
tion, fit anything, anywhere, anyhow. 


Lasts longer than drawa, better than 
drawn. 





Very much up-to-date 


DETROIT SANITARY SUPPLY CO- 


SOLE MANUFACTURERS 
Second Ave. & Antoinette St. - - DETROIT, MICHIGAN 

















Fok lasting quality and true capacity 
use “KOVEN” Pure Iron, Double 
Row Riveted, Galvanized Range Boil- 
ers, or NACO Galvanized Range Boil- 
ets made of open hearth steel. ‘These 
boilers may be bought of jobbers every- 
where. 


L.O. KOVEN & BRO. 
50 CLIFF STREET NEW YORK 




















V&K PUMPS 


FOR DOMESTIC WATER SUPPLY 


Water Motor Pumps-Ecectric Motor Pumps 
SUPPLYING RAIN Water For Every HouseHoLnb Use 


SOLD BY ALL JOBBERS IN PLUMBERS SUPPLIES 
CORRESPONDENCE INV/TED 


THE VAILE-KIMES CO. 


DAYTON, OHIO 




















f PACKLESS GRADUATED 
RADIATOR VALVE 
Embodies a new ‘al > 

DOLE: D bass 4, :*- 
which you can have 
every degree of 


opening required in 
vacuum or vapor 






steam heating. Complete 
This Adjustment line of 
ls easily made while Standard 
the steam is on. Steam 
Nothing like it and Hot 
on the market. Water 
Furnished with Radiator 
the DOLE without Valves 


extra cost. “ 
Write for neW The Dole Valve Co., 208 No. Fifth Ave., Chicage 


circulars. 
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THE BAKER 
SPECIAL TANK BALL 








Hard 

he s ti sign f 
# ng Service Red 
ru er is “J and 
lasting.’ 

Th Raker pe 
Tank Bal ha the r 
1 cr? mnape wT £127 
Will fit all flush valv« 

i ner 7 rr ¢ } 
Aak \ ir 1oHHver Der 
I bhake r 8s 
1} or? 

BAKER SPECIALTY & 
SUPPLY CO. 








The Ball with the Red Bottom LOGANSPORT, IND. 


Cc. C. PERKINS, (124 Harvard Bivd.. Los Angeles, Cal. Sales Agent, 
California and Arizona. 
J. L. STULSAFT, (0! Park Ave., New York. Eastern Representative. 





























Eagle AllLead Roof Flange 


LEAD PIPE SIZE OF APRON 
Length, 6 inches 15 inches Square 
Diameter, 4% inches 
Made in Angles, 45 deg., 22% deg. and 
Straight 


No Caulking To Be Done 
Joints Lead-burned_—No Solder Used 


Flexible Adjustable 


Economical 


Write for Circular and Prices. 





\I ! t ed on 


The Eagle-Picher Lead Co. 


CINCINNATI, OHIO 





























| Can’t Leak 


You can assure your customers 
perfect satisfaction in 


Syracuse Packless Valves 


for hot water or steam radiators. 
Built for hard usage. Will last 
indefinitely. 

Prices reasonable. 

Page 1249 Sweet's Index. 
Write for new catalogue. 


Syracuse Faucet & Valve Co. 
107 North Franklin St., Syracuse, N. Y.- 
220-224 West 42nd St., New York 





























Smith’s Jointless Hot Water Attachments 


are the ONLY ones that 
cive water circular motion 
and that have neo ebstruc- 
tion to the natural move- 
ment of the water. 


Smith’s Maltese 
Heaters 
are made in 8&8 sizes—cas 
be ueed in any fur . 
Easy to install. Highly 
efficient. Thoroughbhiy 


tested. 
Write for Catalog. 


Charles Smith Company 
Lake and Dearborn Streets Chicago 




















The failure of several large business and manufacturing 
concerns of Canton, O., to provide proper Sanitary con- 
veniences for their employes has aroused the board of 
health, which has declared that it will take steps to com- 
pel the delinquents to take some action. The legal de- 
partment of the city has been called into consuitation, 
tor the purpose ol! devising some means ot eniorcing 


modern methods among all employers. 
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Louisville and Vicinity. 

Martin Palmer, plumbing inspector, who is connected 
with the Building Inspector’s Office, Louisville, has com- 
piled the following report showing the permits taken out 
and materials listed in the permits, during the fiscal year, 
starting September 1, 1915, and ending August 31, 1916. 
The showing is a good one, especially as it only takes in 
work inside of the city limits, and does not include some 
of the fine country residence jobs of the season. The 
total number of permits were 2,562, costing $385,017. Per- 
mits by month, September 2°20. October, 249: November, 
213; December, 131; January, 119; February, 141; March, 
248: April, 324; May, 231: June 264; July, 209; August, 
213. The following fixtures were included in the permits: 
Water closets, 2,139; slop sinks, 96; kitchen sinks, 1,952: 
bath tubs, 1,246: laundry tubs, 101: wash bowls, 1,733; 
urinals, 90; special fixtures, including showers, drinking 
fountains, ete., 1,264. It will be noted that Louisville 
plumbers were confronted only with three quiet months 
during the year, these months being December, January 
and February. Things generally pick up well in March, 
While April is a busy month. 

M. J. Duffy & Sons Co. is very busy on a number of 
large contracts, most of which are in the city. The com- 
pany has about completed a big contract on the new Speed 
building, and also at the plant of the Adler Manufacturing 
(‘o. Work ts being started on remodeling at the Liggett 
& Meyers tobacco plant, where thirty-five closets will be 
installed and other work done. \ big out of-town job 1S 
that of the St. Meinrad Academy, at St. Meinrad, Ind., 
where 140 fixtures are being placed. The new dairy plant 
of B. F. Ewing & Sons is now getting along to a point 
where the company will shortly start installing piping, 
etc. ,F. A. Clegeoe & Co. have the heating and electrical 
contracts on this job. 

According to Creorge Schardein, of Ie. >. Schardein w 
Sons Co., his company, and nearly all of the local plumb- 
ing concerns, are rushed with an avalanche of small or- 
ders, one and two-fixture installations, etc. The plumb- 
ing permits are running heavy at the present time on 
small fixture installments, and the trade is busy. Col- 
lections are good, and the outlook good until cold weather 
sets in 

Jacob Isaacs had a party at his home on Friday, Sep- 
tember 29th. in celebration of his silver wedding anni- 
versary Mr. Isaacs invited a number of his plumber 
friends and other acquaintances to the celebration. 

Harry J. Hach is working on a nice small job for S. 
(;oldberg, who is remodeling a building at 206 South 
Fourth Street. All new plumbing fixtures, etc., are being 
installed, the fixtures including five lavatories and three 
closets. 

Plumbers and steamfitters are awaiting with much 1n- 
terest the awarding of contracts on the new home of the 
Louisville Turners’ Association, at Floyd Street and 
Broadway. This will be one of the best contracts let 


this fall, and most of the leading plumbers have bids in. 
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J. J. Bosemer recently took out permits for plumbing 
work on four new houses, being erected by L. Jacobson, 


on Twenty-fourth Street, near Garland. Complete plumb- 


ing systems will be installed in each of the residences 
Mr. Bosemer is also handling a number of small jobs on 
other properties. 

Haller & Zehnder, Louisville, are installing the plumb- 
ing in the handsome new residence of Judge Matt O’Do- 
herty, in Castlewood 

Herrmann Bros., of 738 East Broadway, Louisville, have 
secured the contract for the installation of a plumbing 
system in the Trinity Evangelical Church, at 412 South 
Twenty-eighth Street 

Other Cities in the State. 

The R. W. Owens plumbing establishment at London, 
Ky., will shortly be reopened under the management of 
a competent plumber and steamfitter, according to a re 
cent announcement made by Mrs. R. W. Owen, proprietor 
of the business. 

Paintsville; Ky., is planning to organize a company to 
establish a system of waterworks in that city 

A. U. Given, of Arlington, Ky., has been appointed 
chairman of a committee for the arrangement of the con 
struction of a water and light plant 

The plant of the Harlan Water & Ice Co. at Harlan, 
Ky., was recently sold by Charles J. Johnson, receiver, ot 
Pineville, Ky., to the American Cast Iron Pipe Co., ot 
Chicago. A. A. McCorkle, of Middlesboro, Ky., has been 
placed in charge. 

Preston, Ky., will vote on a bond issue for new water 


works construction on November 7th 


ar oe ee, 


lowa 





G. W. Ensley, of Chariton, has been awarded the fol- 
lowing contracts: Plumbing and heating for the Hampton 
Christian Church, Hampton, consideration $2,900; plumb- 
ing, heating and ventilating for the school building at 
Early, consideration $15,000; plumbing, heating and ven 
tilating for the school building at Lacona, consideration 
$5,359; plumbing in the Burlington R. R. passenger de- 
pot at Chariton, consideration $500; plumbing, heating 
and ventilating in the school building at Benton, consid 
eration $4,312; heating and ventilating in a school build- 
ing at Legrand, consideration $4,203. 

A. M. Peatman, of Centerville, has been awarded the 
contract for the plumbing and heating installation — in 
St. Joseph’s Mercy Hospital, which is being erected in 
that city. 

M. W. Creagan has purchased the interest of his partner, 
Ik. O’Hair, in the Modern Plumbing & Heating Co., of 
Centerville, and the business will be continued under the 
name of M. W. Creagan, who has a number of plumbing 
and heating jobs under construction. 

Goff & Heger, of 724 Grand Avenue, Des Moines, are 
busy installing the plumbing and heating systems in 
ten-story office building being erected for the Valley 
National Bank, at lourth and Walnuts Streets, in that 
city 

G. k. Newton Co., ot Waterloo, has secured the con 
tract for the installation of heating and ventilating sys 
tems in the Tesup consolidated school; consideration $10,- 
29. 

Joy. P. Steele, who for a number of years has con- 
ducted a successful plumbing and heating business at 
770 Ninth Street, Des Moines, has moved his establish- 
ment to 3319 Oxford Street, Highland Park, where he 
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KEWANEE PRIVATE UTILITIES COMPANY ; 
232 S. FRANKLIN ST. KEWANEE, ILI 7 


50 Church Street 112 Marquette Bldg: 
New York City Chicago 








NON SYPHON ULCO TRAPS 


DRAWN LEAD —-NOT CAST 
CROSS SECTION FULL VIEW 


VV 


Manufactured by 


RAYMOND LEAD COMPANY, Chicago, I. 

















PRICELESS TO HEATING CONTRACTORS 


This manual and scale offer 
i new and Simpie way of 








computing radiation in a few f ‘, 
BSP Weibeck " . ' BTUMANUAL yu la 
ninutes, ased on the actua eafer estimating ~>P, Lijit, 
RB. T. U. transmission. This STEAM WATYE a" 
RADIATION ~* 
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ile to any reliable firm on | 
ten days trial, if not satisfied | | 
return to us and it Vili not , 


t you one cent 


GREENWOOD & O’NEILL, Princeton, Ill. 


ASK your iobber 
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A Guaranteed Line 


MANUFACTURED BY 


NATIONAL STEEL TANK & MFG. CO., 
BRADFORD, ILLINOIS 
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Vist Price, each, CLAYTON & LAMBERT MEG. CO. 


$8.00. Discount DETROIT, MICH., U.S.A. 


























Your Metal Problems Solved 
ee supplying some of the 


We ATe 
| 


most prosperous Brass (,0o0ds 


J 


Manufacturers with ou 


Yellow and Red Brass 
(H.I.M.) Ingot Metal 


Why not join them? 


Write for information = and 


Hartman Ingot Metal Co. 
2511 to 2525 W. 21st St. 





Chicago 


























THE SISSON 


Insertable Joint 


was designed to make it easier 
for the plumber to connect up 
fittings to soil pipe. 

Not necessary to spring stack 
or remove whole lengths of pipe 
—use the SISSON Joint. 

A card will bring you com- 
plete details and prices. Write 
today. 


R. Estabrook’s Sons 


Ist and C Sts., So. Boston, Mass. 


%681°S°L9O0 
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Detroit Valve 
and Fittings Co. 
Manufacturers of 

Malleable Iron Fittings and 
Drainage Fittings. 

Special Malleable and Grey Iron 
Castings. 

DETROIT, MICHIGAN 


Write for Catalogue 























Vol. LXXVITI, No. 


+ 1 


has erected " buildin ’ especially fitted ror the needs ot 


Vir Steele specializes in residence work 


and reports a number oft rood contracts on hand 


4. B. Pray, who until recently was plumbing inspector 
) 


' | ] , Roan « ” o> 
mt ies Moines. Nas peen appoll ted tire marsnal and smoke 


‘ " . 1 . 
inspector of that city \Iir. Pray is well known among 
. : > 7 . 
the plumbinye fraternitv in lowa. who wish him well tn 
his new oft \\ Sheppard has been appointed 


plumbing inspector to succeed Mr. Pray 


Fdwin Cutler. of 511 Grand Avenue, Des Moines, will 


install a hot water heatine svstem in the residence ot 


Mr. Johnson. to be erected on East Twelfth and Guthrie 


Streets, in that city Mr. Cutler also has the contract to 


remodel the heating system and install a new 6,000-foot 


oronado Apartments, at Twentieth and 


The plumbing and heating firm of Parker & Johnson, 


at 210 Seventh Avenue, Clinton, conducts one of the active 


establishments in that thriving city. Messrs. Parker and 


| } : } — ” ’ * “> 
lohnson, who appear in the accompanying picture, are 
by members ot the Clinton Master Plumbers’ Associa- 
tion, Mir Parker being secretary Ot the organization 





Comat 

ae 

—_ 
~ 
i 


\ Corner in the Plumbing and Heating Establishment « 
210 Seventh Avenue, Clinton, lowa. 


lo the rigl { l the photo 1s to be seen the vcood looking 
Vouney Woman who oft ates as “manaveress” ot the 
bao eepine department [his irm has secured the 


contract to install the heating system in a store build- 


ing on Fifth Avenue in that citv This firm will also 
installs heating and plumbing systems in the _ residence 
of G. W lutt Road in that city. Solid 
porcelain fixtures will be installed. 

Mesner & Co., of Cedar Rapids, have been awarded 
the contract for the installation of an up-to-date plumb- 
lesup consolidated school: considera- 
tron &5.000 

lhe Wilson 
ber of good plumbing and heating contracts on its books; 


seas 
hem being the 


Heating Co.. of Washineton. has a num- 


among 1 public school buildings, to be 


ted at Thornbure and West Chester. and a $30,000 


Pred 
residence at Keota. This company its also remodeling and 
installing new plumbing and heating systems in two pub- 
lic schools and installing a heating plant in the Christian 
(Church, at Delta. 
of residence jobs and has just completed the installation 


The company also has a large number 


of plumbing and heating systems in the local postoftice 
and will soon complete tts work on the Tipton County 
Home, at Tipton. 

Ream & Carson, of Washington, who started in busi- 
ness last spring, are enjoying a good patronage. They 
specialize in residence work and have a number of good 


contracts on hand. 
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“Washington | PIERCE 


es DOWN DRAFT HEATING BOILERS 


For Steam, Water, Vapor, Vacuum, Heating 























Seattle and yer 


According to advices received trom the various cities | , 

ae : \\". 1". 1 . Six Points oft Superiority. 
nportance in the state ot ashineton, all lines ot 
Ot tporten mene 1. Magazine Feed 
trades have prospered during the past summet [his 1s 2 Down Draft. 
particularly true of the plumbing trade Work has been 3. Smoke Consuming 

| ) | , on@. Gael Fenense Saved 

plentiful and prices were far better than last year; in 4. «0 “ Fuel Expense - ee 
- eat ek. 6: , 5. 50% Less Attention Required 
fac he shops in the larger cities report goo . 
lact, most of the snops | wen 6. All Cast Iron. 

ice very y ‘ollections Sti here has been 
prices and very good collection Still the Manufactured only by 


one horsetly “in the oimtment,” materials have gone up PIERCE, BUTLER & PIERCE MANUFACTURING CORP. 


“ancider: , are «til an 1 eo TT) i] nnd ; ‘ - 
CONS TOE rably and ale till 1} the ul Wat i tre biti | WW Brooklyn NEW YORK Philadelphia 
ever, taking everything into consideration, practically Boston Baltimore 

‘ ' Worcester Syracuse W ashington 

















this section 1s of the opinion 


every master plumber 1 





that the year 1916 will turn in a pretty tair card aiter 


the season closes. 








Several of the big architectural offices in Seattle are 


now working on plans tor buildings to be erected in this 


* * 
city or the immediate vicinity, totalling a cost of $2,500,- Nico Boilers 
000. The proposed work includes four large garages, one F d ] R di 
costing $150,000, two dairies, a department store, three eaera adiators 


apartment houses, a large school, an addition to a hotel, . ‘ ° 

| | : nee oolong Tank Heaters Heating Specialties 
two new hotels, one to cost about $175,000 and the other 

$75.000, two store buildings and one club buildine Write for Catalog 


\rchitect B. Marcus Priteca, Pantages Building, Seattle, 
has awarded the contract tor the installation of plumbing, KE DEP? LPT ALAMO a ANS 4 
heating, ventilating and sprinkling systems on the Pant- | 
ages Theater under construction in Vancouver, B. C., to New Castle, Pa. 
sarr & Anderson, of that citv. The contract calls for an Sian 
expenditure of about $45,000 and is one of the largest The Novelty Iron Co., Canton, O. 
awarded in Vancouver this year. 

C. FF. Doyle, of 1308 Arcade Way, Seattle, has been 
awarded the contract for both plumbing and heating in 























a three-story store and hotel building under construc- 
tion at Maynard Avenue and Jackson Street, for Fruenthal 
Bros., Inec., Oriental Building. The structure will con- 
tain 62 rooms. The contract amounts to $35,000. 

The plumbing and heating awards on the West Seattle anny TI. nn 
High School, Seatile, will be held off as long as possible, tion there is a type of 


in the hope that the present war prices on materials will 





drop hefore if iS necessary to take ficgures and award 
the work. This structure will cost $250,000 

An up-to-date heating system is to be installed at the | 1e .- System of Water Supply to Meet 
Ci , ( 7 S ( Ce e's “] - oe , «7 : _r " rear. Z ; —. be. H??! 

. ty r P k one | ied _— imei ti plant, unde the direc ; ‘ ' ts 
tion of Water Superintendent Alex. Lindsay, replacing the x 
coal stoves formerly used. The city council recently passed 
an emergency appropriation for funds to purchase radia- 
tors and pipes. The plant complete will cost approxi- 
mately $2,000. 








Information has been received from one of the largest 
shops in Spokane, which is to the effect that, at the 





OUBLE 
RAINAGE 
RAINS 


present time, the volume of new work is very satisfactory: 





also, that there is a fair amount of big work in the city 


_~ 





and contiguous territory, and proposed work is unusually 


promising. The plumbing shops in Spokane, as a whole. 


have experienced a busy summer, and the prospects for We Make 
. . i aie . OS Comt net 
fall activities are bright. Josam ined DOUBLI 
Trap and Drain 1] ver 
The Wm. B. Coffee Plumbing Co.. of 1012 South A U.S. Government I) is Meat 
Street, Tacoma, received the contract for plumbing, heat- Type Re ent 


ing and ventilating in the two-story brick and tile school 





building to be erected at Steilacoom. The contract will 








amount to about $3,000. re 
\ tf ] ~ 8 - < . W rite For (Our (jer eral ¢ at 
A, Gehri & Co., of 11183 South Tacoma Avenue, Tacoma 
received the plumbing contract on a pretentious residence JOSAM MFG. Co. 
under construction at North Fifth and Sheridan Streets. 23 S. Fourth St. St. Louis, Mo. 


EASTERN BRANCH: 261 Broadway, NEW YORK 





for Mrs. H. T. Chisholm. 
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ith the 

CHEAPEST 

Made of 28 gauge, 

best quality gaiva- oo” 

ann Nh tel will ne Portland and Vicinity. 

OVERSIZED as well :, 

as standard pipe A lhe following bids were opens d by the School Board 

can of INDESTRUC- of Portland for plumbing and heating in the Benson 

TIBLE, NON- . | | 

(KACKABLE CE - Polytechnic School Plumbing Appling-Griggs Co, 

MENT is attached to 219.979 (awarded the contract); Williams & Beggs, $21,- 

each ag to fll 146: J. FF. Shea, $23,247: Eugene Ruedy, $22,008; Fullman 

up any defects in the 7 ; : ints ; 

pipe & Walker, $20,639, and E. A. Bohren, $20,570; all of Port- 

ry $0 ag: sig Ph land Heating Appling-Griggs Co., $39,409 (awarded 

% inch to ncn = : : ' 
0 Adj bl the contract); J. F. Shea, $42,386; Rushlight & Hastort, 
verton ustable — re , 

$48,705, and nad HHeating Company, $44,355; all ot 

Roof Joint Mf¢. Co. } . . — | I ¢ nd ill ” 4 i ; } : 
Portland [he following bids were submitted for heat- 


Coeur d'Alene, Idaho 








installation in the Lownsdale School, Portland: J. F. 
Shea. $2.965. (awarded the contract); Kendall Heating 











( o., $5,504; both Portiand bidders. 
NIEDECKEN MIXER Kraft Co., of 389 Eugene Street, Portland, secured the 
ontract for furnishing and installing heating equipment 


in the $90,000 Sisters of Good Shepherd Building. Plans 


provide for two large boilers, the larger to be approxi- 


For 


W rite mately 70 horsepower and the smaller 40 horsepower. 
Shower \n oil burner will be installed. This is the largest heat- 
Lavatory for ing plant to be installed in Portland for some time. 


Sturges & Sturges, Portland, have the plumbing con- 


Bath 
Sink 
Etc. 


Bulletin tract. 


D-10-X Ruedy Bros., of 354 Hawthorne Avenue, Portland, at 
$2,285, submitted low bid for installation of plumbing 
for the proposed Vista House at Crown Point, to be 
built under supervision of John B. Yeon, county road- 
HOFFMANN & BILLINGS MFG. CO. master. 

MILWAUKEE With the announcement that progress was being made 
on several building projects that have been resting quietly 
for some time past, and the knowledge that deals were 
pending that would call for the erection of several large 
business structures in the immediate future, building 
Saves circles in Portland are more optimistic than for some 

Hoor oy, time past. For the past few years, the building business 
space. has been developing in a satisfactory manner, and with 
several million dollars’ worth of work actually in sight, 
the general conditions of the construction and allied in- 
:, terests are better at this time than for several years past. 
Suspended trom TOM R: “ery eae | r 
ay sarr, Salem, has secured the contract for installa 

ewall by 
means oft 
special invis- 


ible bracket. 























PRESSWELD WALL RADIATOR 


. 





Neat, light and 
sanitary. 


tion ot heating in the Y. M. C. A. Building in that city. 

The building committee of the Astoria Methodist 
(hurch, Astoria, has rejected all bids submitted for in- 
stalling a heating plant in the new church, and new pro- 





Used by the modern fitter 


Write for new catalog and prices posals will be called for. Fach bidder will be allowed 
AMERICAN PRESSWELD RADIATOR CORPC2ATION to select his own style of boiler. Whitehouse & Fouilhoux, 
General Offices and Factory: DETROIT, MICH. Wilcox Building, Portland, are the architects. 








A. L. Howard, 451% Morrison Street, Portland, recently 
secured the contract for plumbing installations in the 
three-story, $20,000 school building to be erected at East 
Moreland, by the Clark Building Co. 








In Demand Everywhere 


There is an unlimited market for 


K. K. 


—the chemical compound that 
cleans closet bowls the sanitary 
way 

No fumes, odor or dirt. 

No scrubbing Shake a little 
K. K. into closet bowl and flush. 
Removes all stains from porcelain 
bowls, traps and urinals. 

Every plumber should carry K. K. 
to supply his trade. Good profit. 

Order now from your jobber. 


Manufactured by 


nn ee a ee o_o, 


Idaho 


IJ — Sa o_o —_ 

The contract for plumbing, heating, water and sewer 
systems for the County Infirmary and Isolation Hospital, 
to be built at Osburn, near Wallace, has been awarded 
to the Roberts-Inskip Co., of Wallace, on its bid of $20,- 





The Chamberlain Company — } 
Manufacturing Chemists Pittsburgh, Pa. Architect Frank Paradise, of Pocatello, has been re- 
Use “DESOLVO” for clearing clogged Pipes tained by J. D. Browning, to prepare plans for a $175,- 
Works like magic. Ask your jobber. 000 hotel, to be built at Soda Springs, for the Soda Springs 











Hotel & Sanitarium Co. 
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California 


San Francisco and Vicinity. 
The Petersen-James Co., of this city, has secured the 





contract for the installation of a new steam heating sys- 
tem and tor the repairing of the present plumbing sys- 
tem in the Eddystone Apartments. The contract amounts 
to $1,115. 

C. L. Knight has secured a $5,600 contract for plumb- 
ing in three three-story frame flats now being erected by 
K. M. Lane, on Nineteenth Street, near Dolores. 

The Construction Quartermaster’s Office, at Fort Mason, 
reports that some twenty firms have submitted figures 
for the improvements to be made to the Presidio Reserva- 
tion water supply. 

ne of the important topics on the program for the 
meeting of the League of California Municipalities, to be 
held at Visalia, the week be 
tains to the method of sewage disposal known as the 


‘oinning October oth. per- 


Activated Sludge Treatment, which is shown on the con- 
vention calendar for October 11th. The discussion will 
be led by R. V. Orbison, city engineer, of Pasadena and 
T. D. Allin, commissioner of public works of that city. 
Charles Gilman Hyde, 
California and a member of the California State Board 
of Health, will also speak on the subject. In the dis- 
cussion some seventy-five stereopticon views will be used 
illustrating this method of sewage disposal. 

Other Cities in the State. 

The city council of Los Angeles has adopted an amend- 
ment to the building law requiring that the provisions 
regulating the installation of standpipes, sprinkler sys- 
tems and a proscenium curtain in theaters shall apply 
to all public school buildings in which any room, hall or 
auditorium is used or designed to be used for public en- 
tertainments. , 

Plans have been completed for the first four units of 
the Los Angeles County Hospital, and work will be 
started soon. About $270,000 is available for the work. 
The board of supervisors is now advertising for bids for 
the plumbing and gas fitting for the following buildings 
at the County Hospital: 
juvenile hall, tuberculosis building, maternity building 
and dining hall. 

The board of trustees of San Leandro School District 
has called for bids for the installation of an oil-burning 
heating system in the Lincoln School in that city. 


Service building, power house, 


Victor Hawley, who closed his plumbing business at 
Hanford, when, as a member of the militia, he was called 
to the Mexican border, has now reopened his establish- 
ment. 

M. W. Sutton has discontinued his plumbing business 
at Colusa. 

I. W. Vanderbilt, of Auburn, has moved his plumbing 
shop into larger quarters in a better location. 

A movement is underway to establish a system of 
public drinking fountains at Marysville. 

Under the provisions of the proposed new building 
law for Santa Barbara, all master plumbers will be re- 
quired to pay a license of $100 yearly instead of working 
under a $500 bond as at present, and the plumbing and 
gas fitting inspection wiil be under the supervision of 
the health department instead of under a separate de- 
partment as at present. The inspection of electrical work 
will be under the supervision of the fire department. 
suilding permits will be secured through the fire com- 
missioners. 
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Automatic Water Closets 
De signed for use wherever a depend- 


Thay 
ty : 
able closet is specified. Positive flushing 
ee ee mechanism. Cannot be used without 


flushing afterwards. 
O Write for details. 
Sherwood Brass Works, 1167-75 Jefferson Ave., E. Detroit, Mich. 





















No. 2A Thermostat 


OBE ERT SH Wes 
BERTSH PA 
We Make All Sizes 


‘he standard for 30-40 
gal. boilers, and single coil 
heaters or equivalent. Has 

-in. gas openings. 














STANDARD PUMPING UNITS 


are specified by architects of experience, because the 
are economical, durable and efficient, and can always be 
depended upon. 

Our engineers are pleased to work out your water ip 
ply problems. Catalog on request 


THE STANDARD PUMP & ENCINE CO. 








professor in the University of 





771 Carroll St., Akron, Ohio 
comes 
- ™., 


one 2% Reading Heater & Supply Co. 
‘ 


Py, 

é TANK G 
i< ~ \e \ 
THE ia Manufacturers 
Leo EADING. | Tank-in-the-basement System 
| OM Systen ] For Hot Water Heating Specialties 
Y \ weaves cmcmarne | For Vapor Vacuum Jobs 


Address Reading, Penna. 
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BUELL’S COMBINED 
CARRIER and TRUCK 


is the steamfitter’s best friend 
Handiest device ever made for 
carrying radiators through nar- 
row halls and difficult places. 
Write for details and prices. 


BUELL BROTHERS 
FULTON, N. Y. 
































man THE THREE ESSENTIALS 
PRICE—QUALITY — SERVICE 
are all combined in 
“DURO” 
GUARANTEED 
ELECTRIC HOUSE PUMPS andRESIDENCE 
WATER SUPPLY SYSTEMS 


Send for bulletins and prices 




















BLAST GATES 





MADE BY 


BERGER BROS. CO. 


— ARE BEST — 
LARGE ASSORTMENT OF SIZES 
GET OUR PRICES BEFORE BUYING 


229-231 Arch St. PHILADELPHIA 
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the best is always the cheapest, but what do you Heating Department. 
bay to this ] | my O45 Tool rOrT Ren 


ovine Borler-Tube Sections 


+ } } Theodore Botnen, Wahpeton, N. D \ tool tor remov- 
Mister Jo er-— 171) 4" bower tribe ae a | trons comprising a handle, a head 
formed (91) the mner end thereot and having a slot formed 


We will sell you an “All Cast Brass” two-piece therein to provide a tixed jaw for engaging the inner 


shower head at practically the same price as edge of the tube section when the same ts engaged in 
others charge you for a spun copper two-piece the slot. a movable iaw pre ly connected to the handle 
article. — : ; , ; 

and alined with said slot, the inner end of the movabie 


w havine a curved seat for engaging the outer edge 
Cast Brass DS ot the tube section to hold the same engaged with the 

° | | jaw, a block carried by the handle, and a screw 
being operable to adjust the movable jaw toward or away 


In Some as 
Instances 


reql in} the hlock and having its forward end swivelly 


connected to the rear end of the movable jaw, saia screw 


l¢ tixed hai W 


1,199,04 
JS 


——— wae 


Actual photograph ofa 
well known design 2- 


piece shower head that 














blew out under 40 to 50 Re : 
lhs water pressure, ‘ 
sin ply because the fine : 
[>¢ riorations were clog- . d 
sed with sediment a & 








The “S. & K.” two-piece all cast brass shower 
head as shown below will last as long as the 
building itself. 





























1,199,173 


1199,.245. Steam-Trap. Michael G. Carney, Youngstown, 








©. In a steam trap, a casing having an inlet, a tube 
rigidly secured in the casing, a float having a spider the 
latter loosely engaging the tube whereby the latter pro- 
vides a guide for the float, a rod rigidly secured to the 4 
float and having a bore extending through its upper end, 
all upper casing on the main casing having a partition 
therein, a guide tube receiving said rod and having its 
upper end secured to said partition, a steam inlet, means 
Fig. C937 “New Model” operated by the float to control the steam inlet, a valve 
controlled by pass, a pin receivable in the bore of said 
A werts teery Cant Beans with comovebie face rod and having a head engageable with the partition 
with Air Valve, made to stand up under any pres- to limit the down movement of the pin, said head being 
sure, even to steam. Face has fine perforations engageable with the valve of the by-pass to unseat said 
giving that desirable Stinging Effect of the Rain valve 
Bath, easily cleaned, having removable face. 1,199,173 kKeaming-Tool. Walter I. Gregory, New 
4 in. face, 1% in. female IP thread. York, N. Y. A reaming tool comprising two members ot : 
5 in. face, '4 in. female IP thread. substantially equal length and having inclined meeting 


614 in. face, '4 in. or % in. female IP thread. 


, , faces, interengaging parts upon the members to prevent 
8 in. face, 4 or 3% in. female IP thread. 


lateral displacement, and means for securing the members 
together in different positions lengthwise thereof one 


Get our prices and order a dozen for your stock 
with respect to the other, said members having cutting 


STREET & KENT MFG.CO. | = yteuting, Beperement 


1,199,115. Water-Heater. James J. Rohan, St. Louis, 
CHICAGO, ILLINOIS oe aad - es, Scena Chica: Maine st 


assignor to the Missouri Gas Heater and Appliance 
Co., St. Louis, Mo., a corporation of Missouri. In a 








water heater, a pair of headers spaced apart, each header 
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comprising an inner wall, a removable outer wall and 





Mie 'eottemghy 


a series of partitions integral with said inner wall and 


APU" 
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dividing the space between said walls into circulating 
chambers, separate side walls rigidly fixed to said 
headers, the end portions of which side walls form end 
walls for the circulating chambers, circulating tubes, the 
ends of which are seated in the inner walls of the headers 
to provide communication between the circulating cham- 


or) 


yers, an exteriorly arranged by-pass pipe leading from 
one of the intermediate chambers to one of the lower- 
most chambers, an inlet pipe connected to one of the 
uppermost chambers, and an outlet pipe connected to 
one of the intermediate chambers immediately below the 
point where the upper end of the by-pass pipe is con- 
nected, which arrangement of pipes and connections es- 
tablishes a circulation of water downward through the 
upper portion of the heater upward through the lower 
portion of said heater. 














EELS aCe 


190.1 LD. 





1,199,713. Vacuum-Cleaner. William H. Rakestraw, 
Bloomington, IIl., assignor to James H. Bell, Philadelphia, 
Pa. In a vacuum cleaning apparatus, the combination 
with a vacuum chamber, of vacuum creating means con- 
nected therewith and comprising a pair of air pumps 
spaced apart and operative simultaneously and in unison 
both to draw in or to expel air, and driving means lo- 
cated between and connected with each of the pumps to 
operate them in unison and simultaneously so that vibra- 
tion of the apparatus is reduced to a minimum, said 
pumps having one or more connecting air passages 
through which the air passes from one pump to the other 
and back again. 


a f ; 








1,199,450. Water-Heater. Axel S. Carlson, Los Angeles, 
Cal. In a water heater, the combination of a burner, a 
wall encircling the burner and extending above and be- 
low the upper face thereof, a conduit adjacent the inner 
face of said wall and connecting with a source of water 
supply at its lower end, a tubular conduit arranged in a 
coil above the burner and extending across a space at 
the upper end of the wall, said coil connecting at one end 
with the first named conduit and having its other end 
leading to a point of discharge, an inwardly extending 
flange on said wall projecting over the outer portions of 
said coil, a removable inwardly extending flange on the 
lower end of said wall projecting toward said burner 
with its inner edge spaced therefrom, and a grate posi- 
tioned over the coil. 
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¢ Water Pump 
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No, 2799 “EUREKA” ELECTRIC WATER SYSTEM 






*HIS automatic outfit has proven to be the most 

popular of the many high gr: wie “Eureka 
Pumps and Systems; operated by electricity, gas: 
lene engine, kerosene engine, water pressure or by 
hand; which are illustrated and thoroughly described 
in our big general catalog. The catalog also con 
tains much data and information of value to all those 


interested in the installation of water supply sv 
tems. A copy will be mailed you promptly on re- 
ceipt of the coupon below. Send for it! 
‘ Y ap Th . | 7 | 
Wii HY) AD t) LL SSF. A | (¢ . Foe i iT 7 fi Varn j 
Hel a 0) Wl) NPA OME Kei ind | wi fy} 
my a7 Bray t wy} Ey, ‘ ij ; , i j 4 >. al UA 


Factories and General Offices CLEVELAND.OH10 
NewYork. Chicago. Cincinnati. St Louis, St Paul. Milwaukee, San Francisco 


Oe ee ee ee ee SS 
Dy. Eo. 624 
The B. B. B. Company, Cleveland, O. 

Please mail your big general catalog of houreka’’ Water 


Pumps and Systems with Charts, data and informa nm to 


Name 


Address 
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. - va STANDARD HEA TING SPECIFICA- 
Situations Open Miscellaneous. TIONS AND CONTRACT BLANKS 
For low pressure steam and hot-water 

heating apparatus offers a dignified legal 


VOIENT SELIL YOUR SURPLUS COUPLINGS | form for specification proposal and con- 
nplie ind fittings Write us. The A. & J. tract for the general use of steam and 
Pas Mf; (‘o., 557 W. Lake St., Chicago ti hot-waterfitters. Printed on linen paper; 
hone by ' pe = l4x8&, in.; 4 pages. Price of either steam 
brogeins ! ' MAKE YOUR OWN FILASHINGS IN or hot-water or mixed blank, 60 coples, 
i4 spare time Write us for complete de 2.50 
- tails of flashing moulds Brit Products 
D—A FIRST-CLA Vt. M ESTER ("o., Des Moines, Ia j-c tf A PRACTICAL MANUAL OF STEAM 
row les me f heating, to B nite AND HOT-WATER HEATING. By 
Middl: Vest tpeital ’ E. R. Pierce. Authoritative treatment 
State reference experience Books for Your Trade Library. of the subject for the everyday steam 
ure ried = oof riacie ! rst iet i en : and hot-water fitter. Brings forward 
Booze prrtelet ve! Va HISTORY OF SANITATION. By J. J fundamental principles by which conflict- 
4 ure est lingineering, | Cosgrove Hiistory of the plumber'e ing tables are reduced to an easily un- 
L')~ 4 craft from the time of the primitive mar derstood and common working basis. 
up to our own day 88 illustrations Overthrows false ratings and creates a 
VANTED SALESMEN CALLING ON Round in cloth; postpaid, $1.50 new era in heating values. Cloth, 56%x8% 
, trade to handle Fitters- Best in., 359 pp.: postpaid, $2.50 
ited a nating figuring mn propor DEAN'S SYSTEM OF GREENHOUSE 
oe ne radiation for tean vacuum : Hleating by steam or ge ma — " 2 7 
“atau r vapor heating Kianve salesme! or years; convenient and reliable: makes D E 
velo dling it on the side making $10 per greenhouse heating estimating very sim- omestic ngineering 
<" ; : f . \ 4 ‘ ile ‘le hle clo i { 74 > 
da i mS LAaS, I oe oe. taf ae . none “yo bound, 56%x7% in., 46 407 S. Dearborn St., Chicago 
boetroil pif . ’ - i *)? “7 ht, ~ 











RE ES 
Six sizes--one tool 








If you want a salesman, foreman or 
Oster St a workman, adveitise in the Classified 
engine Department of “Domestic Engineering.” 
Used by the best houses in the trade. 


: 





The Oster Mfg. Co. 














2160 E. 6ist St.. Cleveland, Ohio 
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THE PERMUTIT COMPANY 





~~ OTTO BERNZ 











30 East 42nd Street NEW YORK CITY ‘ump 
Poult 
ee eg NEWARK, N. J. 
} 
| ess Standard ” Gas Saving Burners 
| 
! Mbaar Veul of Ontcinuo nufacture and the installation of cr 
+. “STANDARD GAS SAVING RURNERS in all makes of — | b | | 
‘ — stenl and Ho Wate Hleating Boilers and Hot Air Furnaces - : 
; ‘ ’ Peis I fr? is to OFT t ‘ best re Its il juan —— 
| ¢ he obtained for the amount of gras consumed 
— ; “STANDARIY Ga Saving Burners are also especiall 
' —r— dapted for automati« regulation of temperature, and easily 
ind regulat 


“STANDARD GAS SAVING BURNERS are d 


76. : ; Standard Heating & Radiator Co. 
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Manufacturers 


Cor. Penn Ave. and Third St., Pittsburgh, Pa. Bell Phone, Court asiz/ 
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